wV'Y,  . m 


U VI.  J - •-/ 


STEEL  CEILINGS 


© 


*<?  Q 


0 

ss 


z 

0 

I- 

< 

h* 

(/) 

- g 

Ui  LL 
0 < 

55 

2 -J 
z X 


h 

<n 

H 

UJ 

* 

O' 

< 

S 

CM 

CM 

CM 

m 


EQ 

H) 

„< 

* 

K 

Z 

4 

* 

w 

a. 

a) 


> Y770^ 


0 

0 

V-/  / 


tn 

“ £ 

J J 
Q.  ss 
n.  ;j« 

□ g K 0 

in  S“* 

0 <S 
y~  S 

3 * 

< 


i — , eg  / 

1nryyyb'*1 


-JvX  I 


UAIND  VlJWniOS 
Agwin  awav 


imiiimi 


ELLER’S 

“PERFECT-FIT” 
STEEL  CEILINGS 


COMPLETE  CATALOG  No.  28 


IN  PRESENTING  our  latest  efforts  in  artistic  Metal  Ceilings 
and  Sidewalls  we  honestly  believe  that  a distinct  and  important 
advancement  in  the  Art  of  Decoration  has  been  accomplished. 

Dignity  and  simplicity  have  been  maintained  without  the 
sacrifice  of  architectural  period  classifications  or  harmonious 
combinations. 

Extremely  intricate  and  highly  embellished  patterns  have  been 
eliminated  and  we  have  striven  to  show  only  such  designs  as 
will  command  a wide  appeal  and  ready  sale. 

Beautiful  and  appropriate  designs  are  shown  for  churches, 
schools,  homes,  theatres,  halls,  lodges,  store  rooms,  hotels, 
garages,  warehouses;  in  fact  metal  ceilings  suitable  for  any  type 
of  building  for  all  purposes,  are  available. 

This  book  has  been  prepared  for  your  service,  and  we  invite 
your  comments  and  suggestions. 


Manufactured  by 

THE  ELLER  MFG.  CO. 

CANTON,  OHIO 


U.  S.  A. 
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THE  HOME  OF  “ELLERS” 

“QUICK  SHIPPERS  EVERYTHING  IN  SHEET  METAL” 
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FOREWORD 


FOR  forty  years  the  name  “Eller”  has  been  prominently 
identified  with  the  manufacture  of  Metal  Ceilings  and  is 
symbolical  of  the  very  best  the  industry  affords. 

The  brand  “Perfect-Fit”  is  significant,  not  only  as  a trade- 
name,  but  is  truly  descriptive  of  the  well-known  superior  fitting 
qualities  of  our  ceilings. 

The  failure  of  plaster,  pulp-boards,  etc.,  to  give  permanent 
and  satisfactory  ceilings  and  walls  is  constantly  opening  up 
greater  fields  for  the  use  of  and  increasing  the  demand  for  metal 
ceilings  and  sidewalls. 

The  public  is  no  longer  willing  to  tolerate  cracked,  warped, 
sagging,  and  unsanitary  ceilings  or  incur  the  risk  of  damage  of 
falling  plaster,  nor  the  expense  and  delay  of  frequent  patching 
and  repairing.  It  has  recognized  that  an  artistic  metal  ceiling 
which  is  at  once  non-combustible  and  permanent,  attractive  and 
sanitary  is  the  most  economical  and  satisfactory  material  to  use. 

Consequently  metal  ceilings  are  rapidly  displacing  other  kinds 
in  new  as  well  as  old  buildings  for  every  use  and  purpose,  includ- 
ing all  kinds  of  business  buildings,  stores,  offices,  halls,  schools, 
churches,  theatres,  garages,  tenements,  etc.  In  residences 
especially  there  has  been  a noticeable  increased  demand  for 
metal  ceilings  and  sidewalls  in  many  localities. 

The  progressive  dealer  is  awake  to  and  availing  himself  of 
these  conditions  to  build  for  himself  a desirable  and  profitable 
business  in  the  sale  and  erection  of  metal  ceilings.  We,  as 
fabricators  of  the  most  popular  brand,  are  cooperating  with  the 
trade  in  every  particular,  by  preparing  estimates  and  submission 
drawings,  furnishing  layouts  and  working  plans,  and  otherwise 
helping  the  dealer  to  secure  the  business. 

None  but  the  finest  materials  enter  into  the  manufacture  of 
“Perfect-Fit”  Ceilings,  and  only  the  most  skillful  and  experienced 
mechanics  are  employed  in  their  fabrication. 

The  construction  of  “Perfect-Fit”  beads  are  such  that,  with 
the  extreme  care  exercised  in  every  step  of  manufacture,  they  will 
nest  perfectly,  and  practically  all  caulking  on  the  job  can  be 
avoided.  In  this  respect  “Perfect-Fit”  Ceilings  are  most  econom- 
ical and  give  maximum  satisfaction. 

“Perfect-Fit”  Ceilings  have  always  been  famous  for  the 
perfection  of  their  stamping,  insuring  full  beads  and  patterns 
of  absolute  clarity  and  distinctness.  The  trimming  is  another 
feature  given  extreme  care  and  precision,  all  parts  being  resquared 
after  stamping  to  give  utmost  accuracy  and  that  “perfect- 
fitting” quality  for  which  they  are  so  justly  preferred. 

Our  extensive  facilities  and  enormous  stocks  permit  us  to  give 
the  trade  exceptionally  prompt  service  in  the  execution  of  all 
orders  for  “Perfect-Fit”  Ceilings.  Frequently  shipment  is  made 
the  same  day  order  is  received,  unless  a drawing  must  be  prepared, 
which  may  require  a day  or  two  longer. 
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ELLER’S 

“PERFECT-FIT” 
ARTISTIC  CEILINGS 

REPRESENT  THE 

IDEAL 

GD 


CONSTRUCTIONAL  ADVANTAGES 

“Perfect-Fit”  Ceilings  have  large,  full  and  uniform  beads 
which  nest  closely  and  give  tight-fitting  joints  that  are  straight, 
true  and  dust-proof. 

The  buttons  between  the  beads  are  so  designed  that  the  nails 
are  almost  invisible. 

Our  ceilings  are  naturally  of  the  lap-joint  type,  and  are  the 
most  simple,  easy,  and  satisfactory  to  erect.  If  desired,  several 
crews  of  erectors  can  work  on  the  same  job  and  no  difficulty 
should  be  experienced  where  their  work  joins.  If  a bead  becomes 
damaged  in  handling  it  can  be  straightened  out  and  used,  but 
this  would  be  difficult,  if  not  impossible,  with  any  other  style. 
Also,  if  a plate  must  be  removed  for  repairs  or  alterations,  this 
can  be  done  without  disturbing  or  marring  the  balance — with  the 
lap-joint  type. 

“A  chain  is  no  stronger  than  its  weakest  link:”  Hence  would 
there  be  any  advantage  in  locking  the  field  joints  and  then 
lapping  the  mold,  filler  and  cornice  joints? 

All  joints  are  tight  and  dust-proof  when  “Perfect-Fit” 
Ceilings  are  correctly  applied. 
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TERMS  and  CONDITIONS 

' 

MATERIAL  Nails  for  applying  the  metal,  also  wood  brackets 
INCLUDED  for  cornices  and  molds  requiring  them  are 
included,  unless  otherwise  stated.  Furring 
Strips  are  not  included  unless  specified  and  are  charged 
for  extra.  Mitres  for  cornices  and  other  fittings  can  only  be  fur- 
nished as  cataloged.  No  special  fittings  or  others  than  those 
shown  in  our  latest  catalog  can  be  furnished. 

All  ceiling  materials  except  plates  Nos.  377,  600  and  2500  are 
carefully  crated  to  insure  safe  arrival  and  shipments  are  triple 
checked  to  verify  quantities.  Goods  should  be  checked  at  once 
upon  arrival  and  any  difference  existing  reported  immediately. 


■ 


A crating  charge  is  made  on  shipments  of  less  than  three  squares. 

TERMS  Net  Cash  in  thirty  days.  Two  per  cent  cash  discount 
will  be  allowed  on  net  amount  of  invoice  after  sub- 
tracting freight  allowance,  if  any,  provided  settlement  in  full  is 
forwarded  within  ten  days  from  date  of  shipment. 

Customers  ordering  for  the  first  time  should  forward  satisfac- 
tory references  if  not  rated  by  the  Commercial  Agencies;  other- 
wise, we  prefer  to  ship  goods  to  our  order,  draft  with  bill  of  lading 
attached  (C.  O.  D.).  In  such  event  we  require  an  advance  pay- 
ment of  25  per  cent  to  guarantee  freight  charges.  A discount  of 
2 per  cent  is  allowed  on  the  net  amount  of  such  shipment  if  draft 
and  bill  of  lading  are  taken  up  at  the  bank  within  ten  days  from 
date  of  shipment. 

WE  DO  guarantee  delivery  of  any  shipment  within  a specified 
NOT  time;  traffic  delays  sometimes  are  unavoidable — 
hence  your  material  requirements  should  be  made 
known  to  us  in  ample  time  to  offset  delays  on  the  part  of  the 
carriers. 

Failure  of  a shipment  to  arrive  within  ten  days  from  date  of 
invoice  does  not  extend  the  discount  period.  All  orders,  regard- 
less of  terms,  are  taken  subject  to  unavoidable  delays,  strikes  or 
other  causes  beyond  our  control,  and  are,  therefore,  not  subject 
to  cancellation  without  our  consent. 


Claims  for  damages  must  be  made  by  the  purchaser  against 
transportation  company,  but  we  will  gladly  render  all  assistance 
possible.  No  claims  for  defects  or  shortages  can  be  considered  or 
allowed  unless  made  immediately  upon  receipt  of  goods  and 
before  any  of  the  material  has  been  used  or  disposed  of.  The  pur- 
chaser should  be  extremely  careful  to  check  the  shipment  with 
the  bill  of  lading  which  we  always  mail  with  invoice,  and  also 
check  each  item  with  the  material  enumerated  on  invoice.  This 
is  necessary  to  protect  the  buyer  as  well  as  ourselves. 
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Decorating 

All  "Perfect-Fit”  ceiling  materials  are  given 
a gray  priming  coat  of  a special  tenacious  paint 
which  affords  protection  to  the  metal  and  gives  an 
excellent  foundation  for  further  decorative  coats. 

THE  appearance  and  design  of  any  metal  ceiling  can  be 
brought  out  to  its  fullness  by  the  proper  use  of  paints,  so 
great  care  should  be  given  to  the  selection  of  colors  and  their 
application. 

Any  good  painter  or  decorator  will  know  what  combinations 
are  possible  and  best  adapted  to  the  circumstances,  but  it  may 
not  be  amiss  to  set  forth  a few  suggestions. 

The  priming  coat  given  the  material  at  the  factory,  while  of 
the  best  materials,  is  not  a finish  but  only  a foundation,  so  the 
ceiling  should  be  painted  as  soon  as  possible  after  erection. 

Use  only  the  best  paints;  such  as  can  be  washed;  and  it  will 
not  be  necessary  to  repaint  frequently.  Select  a flat  finish  paint, 
avoiding  those  with  a high  gloss,  as  these  detract  from  the 
appearance  and  give  a harsh  glare.  Do  not  use  white-wash, 
water-mixed  paints,  calcimine,  etc.,  as  these  are  not  suitable  for 
use  with  metal. 

It  should  be  remembered  that  the  lighter  shades  and  colors 
give  the  best  light  reflection  and  are  therefore  the  most  econom- 
ical and  satisfactory  to  use.  Light  cream,  light  pink,  light  yellow, 
light  blue,  light  greenish  yellow,  light  buff  and  light  green,  in  the 
order  named,  are,  according  to  paint  manufacturers,  the  best 
reflectors  of  light. 

The  blending  of  two  or  more  colors  or  shades  in  the  cornice 
is  frequently  very  effective  and  attractive. 

Before  starting  to  paint  be  sure  the  ceiling  is  free  from  dirt, 
grease,  etc. ; open  joints  carefully  swedged  or  filled  with  putty  or 
paint  filler. 

Use  good  judgment  in  selecting  your  colors  and  the  result 
will  be  pleasing. 
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CHRYSLER  SALES  ROOM,  CANTON,  OHIO 

Deep  paneled  ceiling 


< 


A few  random  illustrations  of 
“ Perfect-Fit ” Ceiling  installations. 
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RITZ  THEATRE,  BALTIMORE,  MD. 
Paneled  border,  flat  field,  special  cove 


Post  Office  at  Medina,  Ohio 


CHURCH,  CLEVELAND,  O. 

An  unusual  effect  produced  by  special  work 
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ELLER'S 

"PERFECT  FIT' 

CEILINGS 


Artistic  appearance  and  improvement  effected  in  large  department  store 


CHURCH.  COEUR  D’ALENE,  IDAHO 
Showing  beautiful  results  obtained  by  beam  and  false  beam  construction 
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LODGE  HALL,  RICHMOND,  IND. 
An  example  of  beamed  ceiling  in  lodge  hall 


f 
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There  are  about  one  hundred  thou- 
sand installations  of  "Perfect-Fit'’ 
Ceilings  throughout  the  country . 


An  attractive  ceiling  in  Lodge  Hall,  using  sunken  panel 
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MEN'S  ROOM,  HOSPITAL  AT  LOGANSPORT,  IND. 
(Over  350  squares  in  this  building) 


CEILING  AND  WALLS,  STRAND  THEATRE,  ORLANDO,  FLA. 


STRAND  THEATRE,  DUNDALK,  MD. 
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AN  ATTRACTIVELY 
ARRANGED 
BEAMED 
CEILING. 


UNIQUE  AND 
MASSIVE  EFFECT 
WITH  DEEP  BEAMS 
AND  CROSS  BEAMS. 


HARDWARE  STORE,  ELIZABETHTON,  TENN. 
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ELLER’S 

"PERFECT  FIT' 

CEILINGS 
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COLONIAL 


DESIGN  No.  2008 


Composed  of  Cornice  No.  2440,  Page  69. 
Projection  13 in.,  Depth  11>^  in. 

Border  No.  2436,  Page  56. 

Mold  No.  1806,  Page  78. 

Panel  No.  1838  (Sunken,  2}^  in.  deep,)  Page  41. 

Larger  strips  or  a greater  quantity  of 
regular  strips  required  for  this  design. 


Price,  based  on  room  20x60  feet. 

. . . //?/?# 

$13.00  a square 

Price,  based  on  room  20x30  feet. 

.©/* 

13.50  a square 

Price,  based  on  room  15x20  feet. 

■ • ■ i./XJtf 

14.00  a square 

Ox 

14 


aC) 


COLONIAL 


DESIGN  No.  2002 

Composed  of  Cove  No.  1813,  Page  68. 
Projection  12  in.,  Depth  15  in. 

Filler  No.  1801,  Page  55. 

Panels  Nos.  432,  433  and  434,  Page  43. 

Mitre  Leaves  Nos.  51  and  5P/2  used  with  this  cornice. 


Price,  based  on  room  20x60  feet,  h ft. A . /7  .b.H. $10.50  a square 

Price,  based  on  room  20x30  feet.  . N-  ■m.  b 1 1 .00  a square 

Price,  based  on  room  15x20  feet.  . kj-r  ff  ^D-  . . 1 1.50  a square 


r-  n t ra  t . 

.G^s  " PERFECT  FIT”  (*>  . 
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COLONIAL 


DESIGN  No.  1896 

Composed  of  Cornice  No.  1804,  Page  74. 
Projection  6 in..  Depth  6 in. 

Filler  No.  604,  Page  46. 

Mold  No.  1824,  Page  79. 

Panels  Nos.  432,  433  and  434,  Page  43. 


Price,  based  on  room  20x60  feet.  ..^/f 

Price,  based  on  room  20x30  feet.  . ft .2? /V 

Price,  based  on  room  15x20  feet.  . /? /?  ff.  . fi H. 

<2v_ <9®©*- 


$1 1.00  a square 
1 1.50  a square 
12.00  a square 
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DESIGN  No.  1889 

Composed  of  Cornice  No.  1804,  Page  74. 
Projection  6 in.,  Depth  6 in. 

Filler  No.  1801,  Page  55. 

Mold  No.  1824,  Page  79. 

Panel  No.  1822,  Page  41. 


Price,  based  on  room  20x60  feet.  nHn-£-.  $10.50  a square 

Price,  based  on  room  20x30  feet.  11.00  a square 

Price,  based  on  room  15x20  feet.  11.50  a square 


Emu's 

n PERFECT  FIT" 

CEILINGS 


COLONIAL 


DESIGN  No.  1879 

Composed  of  Cornice  No.  2325,  Page  71. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  2317,  Page  52. 

Mold  No.  2328,  Page  79. 

Field  No.  1873,  Page  40. 


Price,  based  on  room  20x60  feet.  S-Qr-rl.  ft $10.50  a square 

Price,  based  on  room  20x30  feet.  /)  /?  X Y 11.00  a square 

Price,  based  on  room  15x20  feet.  fh&t  -Ann 1 1.50  a square 

mini 
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ITALIAN  RENAISSANCE 


DESIGN  No.  2488 


Composed  of  Cornice  No.  2440,  Page  69. 
Projection  131-2  in**  Depth  1 1 J -i  in. 

Filler  No.  2432,  Page  56. 

Mold  No.  2467,  Page  80. 


Field  No.  2403,  Page  42. 
Border  No.  2460,  Page  42. 
Corner  No.  2461,  Page  42. 


Price,  based  on  room  20x60  feet.  /bb^.  $10.50  a square 

Price,  based  on  room  20x30  feet.  .fly.1/  11.00  a square 

Price,  based  on  room  15x20  feet.  . 2?  *3/? 11.50  a square 


Price,  based  on  room  20x60  feet.  /b8^.  $10.50  a square 

Price,  based  on  room  20x30  feet.  fl  y / 11.00  a square 

Price,  based  on  room  15x20  feet.  . 2?  .*3/? 11.50  a square 
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ITALIAN  RENAISSANCE 
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DESIGN  No.  2458 

Composed  of  Cornice  No.  2522,  Page  70.  Mold  No.  2467,  Page  80. 
Projection  12  in.,  Depth  12  in.  Field  No.  2459,  Page  42. 

Filler  No.  2435,  Page  55.  Border  Plate  No.  2403,  Page  42. 


Price,  based  on  room  20x60  feet.  $10.50  a square 

Price,  based  on  room  20x30  feet.  ./?.  X *f  11.00  a square 

Price,  based  on  room  15x20  feet.  /?  Zj./i  11.50  a square 
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%n PERFECT  FIT" 

I CEILINGS 


ITALIAN  RENAISSANCE 
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DESIGN  No.  2477 

Composed  of  Cornice  No.  2322,  Page  70.  Field  No.  2459,  Page  42. 
Projection  12  in.,  Depth  12  in.  Border  No.  2460,  Page  42. 

Filler  No.  2656,  Page  53.  Corner  No.  2461,  Page  42. 


Price,  based  on  room  20x60  feet.  // .2-  H $10.50  a square 

Price,  based  on  room  20x30  feet.  ./I.fi.Y 11.00  a square 

Price,  based  on  room  15x20  feet.  ./} .2? /i. 11.50  a square 


Price,  based  on  room  20x60  feet,  rf  J- H $10.50  a square 

Price,  based  on  room  20x30  feet.  ./I.fi.Y 11.00  a square 

Price,  based  on  room  15x20  feet.  ./} .2? /i. 11.50  a square 
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ELLER'S 

'PERFECT  FIT' 

CEILINGS 


z£ 


MISCELLANEOUS 


DESIGN  No.  1787- A 


Composed  of  Cornice  No.  2 322,  Page  70.  Mold  No.  1824,  Page  79. 
Projection  12  in.,  Depth  12  in.  Ell  No.  1825,  Page  79. 

Filler  No.  2656,  Page  53.  Tee  No.  1826,  Page  79. 

Plate  No.  2496,  Page  46.  Cross  No.  1827,  Page  79. 

The  intersecting  molds  may  be  omitted 
and  a perfectly  plain  ceiling  obtained . 


Price,  based  on  room  20x60  feet,  fi .hhf. $10.50  a square 

Price,  based  on  room  20x30  feet,  ft  X.  ^ 11.00  a square 

Price,  based  on  room  15x20  feet.  ft.~0.ft 11.50  a square 
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ELLER'S 

"PERFECT  FIT" 


CEILINGS 


FRENCH  RENAISSANCE 


Composed  of  Cornice  No.  2322,  Page  70. 
Projection  12  in..  Depth  12  in. 

Filler  No.  2317,  Page  52. 

Mold  No.  2328,  Page  79. 

Field  No.  2031,  Page  45. 


Price,  based  on  room  20x60  feet.  ./?.  uLf $10.50  a square 

Price,  based  on  room  20x30  feet.  /J.  N Y 11.00  a square 

Price,  based  on  room  15x20  feet.  11.50  a square 
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LLLER  S 

"PERFECT  FIT' 

CEILINGS 


FRENCH  RENAISSANCE 


DESIGN  No.  2027 

Composed  of  Cornice  No.  2036,  Page  72. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  2050,  Page  60. 

Mold  No.  2518,  Page  79. 

Field  No.  2029,  Page  45. 


Price,  based  on  room  20x60  feet  flt-V 
Price,  based  on  room  20x30  feet.  . rf.  X y 
Price,  based  on  room  15x20  feet.  .fl.V/l. 


(2a. 


mmm tmm y 


$10.50  a square 
1 1.00  a square 
1 1.50  a square 
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ITALIAN  RENAISSANCE 


DESIGN  No.  2482 

Composed  of  Cornice  No.  2440,  Page  69. 
Projection  1 1 1 £ in.,  Depth  13}  2 in. 

Filler  No.  2435,  Page  55. 

Border  No.  2426,  Page  58. 

Field  No.  2402,  Page  44. 


Price,  based  on  room  20x60  feet.  .//Aty $10.50  a square 

Price,  based  on  room  20x30  feet.  Y?.*-.1/ 11 .00  a square 

Price,  based  on  room  15x20  feet,  /1 .4).  ft. 11.50  a square 


GOTHIC 


DESIGN  No.  1693 

Composed  of  Cornice  No.  1606,  Page  73. 
Projection  5 in.,  Depth  71  '2  in. 

Filler  No.  1609,  Page  54. 

Mold  No.  843,  Page  78. 

Border  No.  1603,  Page  58. 

Field  No.  1601,  Page  43. 


Price,  based  on  room  20x60  feet,  ft  t-1/ $10.50  a square 

Price,  based  on  room  20x30  feet.  ft.  /* ' 11.00  a square 

Price,  based  on  room  15x20  feet.  fl.Jjfi 11.50  a square 
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FRENCH  RENAISSANCE 


DESIGN  No.  2025 

Composed  of  Cornice  No.  2033,  Page  68. 
Projection  12>|  in.,  Depth  13 1 2 in. 

Filler  No.  2054,  Page  54. 

Mold  No.  2518,  Page  79. 

Plate  No.  2055,  Page  45. 


Price,  based  on  room  20x60  feet.  Si  <\  ^ $10.00  a square 

Price,  based  on  room  20x30  feet.  Si.lr-H 10.50  a square 

Price,  based  on  room  15x20  feet.  St XSf 11.00  a square 


0As= 


COLONIAL 


DESIGN  No.  1880 


Composed  of  Cornice  No.  2325,  Page  71. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  2317,  Page  52. 

Mold  No.  2328,  Page  79. 

Field  No.  1872,  Page  40. 


Price,  based  on  room  20x60  feet.  ft  $10.50  a square 

Price,  based  on  room  20x30  feet,  ft  ...  11.00  a square 

Price,  based  on  room  15x20  feet.  11.50  a square 


Price,  based  on  room  20x60  feet.  ft  $10.50  a square 

Price,  based  on  room  20x30  feet,  ft  ...  11.00  a square 

Price,  based  on  room  15x20  feet.  11.50  a square 


2S 


FRENCH  RENAISSANCE 


DESIGN  No.  2503 


Composed  of  Cornice  No.  2325,  Page  71. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  2317,  Page  52. 

Mold  No.  2328,  Page  79. 

Field  No.  2056,  Page  45. 


Price,  based  on  room  20x60  feet.  $10.50  a square 

Price,  based  on  room  20x30  feet.//  */ 11.00  a square 

Price,  based  on  room  15x20  feet./1/  £>  /j 11.50  a square 


Price,  based  on  room  20x60  feet.  $10.50  a square 

Price,  based  on  room  20x30  feet.//  */ 11.00  a square 

Price,  based  on  room  15x20  feet./1/  £>  /j 11.50  a square 
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ITALIAN  RENAISSANCE 


DESIGN  No.  2472 

Composed  of  Cornice  No.  2452,  Page  75. 
Projection  6 in.,  Depth  6 in. 

Filler  Border  No.  2456,  Page  56. 

Field  No.  2411,  Page  45. 


Price,  based  on  room  20x60  feet  . An.1! $10.00  a square 

Price,  based  on  room  20x30  feet,  ft  .f-ff. 10.50  a square 

Price,  based  on  room  15x20  feet,  ft  11.00  a square 


DESIGN  No.  924 

Composed  of  Cornice  No.  856,  Page  75. 
Projection  5 in.,  Depth  6 in. 

Filler  No.  855,  Page  54. 

Mold  No.  845,  Page  78. 

Field  No.  691,  Page  45. 


Price,  based  on  room  20x60  feet 
Price,  based  on  room  20x30  feet  .rt.Lri. 
Price,  based  on  room  15x20  feet./ji  * ^ . 


$10.00  a square 
10.50  a square 
11.00  a square 


COLONIAL 
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DESIGN  No.  1878 


Composed  of  Cornice  No.  2325,  Page  71. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  2317,  Page  52. 

Mold  No.  2328,  Page  79. 

Field  No.  1871,  Page  44. 


Price,  based  on  room  20x60  feet.  H h~  Lf.  $10.50  a square 

Price,  based  on  room  20x30  feet  ft.  ^ ^ 11.00  a square 

Price,  based  on  room  15x20  feet,  ft  4j 3/ 11.50  a square 


MMMMM 


£ 


ELLXA.S 

'PERFECT  FIT" 

CEILINGS 


=aS 


COLONIAL 


DESIGN  No.  1887 

Composed  of  Cornice  No.  1804,  Page  74. 
Projection  6 in.,  Depth  6 in. 

Filler  No.  1801,  Page  55. 

Mold  No.  1806,  Page  78. 

Field  No.  2497,  Page  44.  (Sunken  panel.) 


Price,  based  on  room  20x60  feet,  rt  $10.50  a square 

Price,  based  on  room  20x30  feet,  /i  X ^ 11.00  a square 

Price,  based  on  room  15x20  feet  AJJ.fl. 11 .50  a square 
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ITALIAN  RENAISSANCE 


DESIGN  No.  2465 

Composed  of  Cornice  No.  2444,  Page  75. 
Projection  4 in..  Depth  4 in. 

Border  Filler  No.  2452,  Page  56. 

Field  No.  2410,  Page  45. 


Price,  based  on  room  20x60  feet  ft  A Y 
Price,  based  on  room  20x30  feet  ft  /-’f 
Price,  based  on  room  15x20  feet  V.  . 


$10.00  a square 
10.50  a square 
1 1.00  a square 


<r*  "PfRfrcT  nr”  "v 

CEILINGS  )^~7l 


MISCELLANEOUS 


DESIGN  No.  2016 


Composed  of  Cornice  No.  446,  Page  76. 
Projection  3 in.,  Depth  3 in. 

Filler  No.  837,  Page  53. 

Field  No.  703,  Page  46. 


Price,  based  on  room  20x60  feet./?/  t ^ ft $ 9.75  a square 

Price,  based  on  room  20x30  feet,  ft  fl  H 10.25  a square 

Price,  based  on  room  15x20  feet,  ft  10.75  a square 


Price,  based  on  room  20x60  feet./?/  ft $ 9.75  a square 

Price,  based  on  room  20x30  feet,  ft  ft-  / 10.25  a square 

Price,  based  on  room  15x20  feet,  ft  10.75  a square 
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ITALIAN  RENAISSANCE 


SIDE  WALL  DESIGN  No.  2401 

Composed  of  Cornice  No.  2325  (Drops  9 in.  on  side  wall),  Page  71. 
Plates  Nos.  2473,  2341  and  2474  (furnished  separately,  see  page  48). 
Metal  Baseboard  No.  2606,  Page  51. 


£ 


Price ...  /I 
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$10.50  per  100  square  feet 
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SIDE  WALL  DESIGN  No.  2311 

Composed  of  Cornice  No.  2322  (Drops  12  in.  on  side  wall),  Page  70. 
Plates  Nos.  2340,  2341  and  2342  (furnished  separately,  see  page  48). 
Metal  Baseboard  No.  2606,  Page  51. 


Price,  h V. $10.50  per  100  square  feet 
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COLONIAL 
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SIDE  WALL  DESIGN  No.  1844-A 

Composed  of  Cornice  No.  2322  (Drops  12  in.  on  side  wall),  Page  70. 
Lrieze  No.  2429  (substituted),  Page  58. 

Side  Wall  Plate  No.  1871,  Page  44. 

Mold  No.  2430,  Page  81. 

Wainscoting  No.  2321,  Page  49. 

Metal  Baseboard  2606,  Page  51. 


Price . 

©a — 
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$10.50  per  100  square  feet 


SIDE  WALL  DESIGN  No.  2600 

Composed  of  Cornice  No.  2036, 
Page  72. 

Frieze  No.  2604,  Page  51. 

Side  Wall  No.  2602,  Page  51. 
Molding  No.  2605,  Page  51. 
Wainscoting  No.  2603,  Page  51. 
Metal  Baseboard  2606,  Page  51. 

Price  $10.00  per  100  square  feet 


SIDE  WALL  DESIGN  No.  2493 

Composed  of  Cornice  No.  2440, 
Page  69. 

Side  Wall  Plate  No.  2405,  Page  46. 
Foot  Mold  No.  1600,  Page  81. 
Wainscoting  No.  2443,  Page  49. 
Metal  Baseboard  2606,  Page  51. 

Price  /^/f  y $10.00  per  100  square  feet 
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COLONIAL  PANEL  No.  1873 
Multiple,  24  inches 

24x24  inches,  24x48  inches  24x96  inches 
* 1 r~ 

Price,  $9.00  per  100  Square  Feet 


COLONIAL  PANEL  No.  1872 
Multiple,  12  inches 

24x24  inches  24x48  inches  24x96  inches 
A-fl- 

Price,  $9.00  per  100  Square  Feet 


BORDER  PANEL  No.  1874 
„ 1 2x24  inches 

Price,  $9.50  per  100  Square  Feet 


CORNER  PANEL  No.  1875 
12x12  inches  only 
Price,  $9.50  per  100  Square  Feet 


COLONIAL  PANEL  No.  1876 
24x24x34  inches  only 
(Figured  as  4 sq.  ft.  each) 
Price,  $9.51?^ per  100  Square  Feet 


COLONIAL  PANEL  No.  1877 
12x12x17  inches  only 
(Figured  as  1 sq.  ft.  each) 
Price,  $9.5&~ per  100  Square  Feet 


„a9 
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COLONIAL  PANEL  No.  1822 


Sunken  Panel — 1 inch  deep 
Multiple,  24  inches 

24x24  inches  24x48  Inches  24x96  inches 


Af-SA 1 

Price,  $10.00  per  100  Square  Feet 


PANEL  No.  1838 
Sunken  Panel  2^-inch  deep 
24x24  inches  only 
Price,  $1  l.OO^er  100  Square  Feet 


BORDER  PANEL  No.  1819 


Sunken  Panel 
^2x24  inches 

Price,  $10.50  per  100  Square  Feet 


CORNER  PANEL  No.  1820 
Sunken  Panel 

12x12  inches  only 

A10,At 

Price,  $10.50  per  100  Square  Feet 


COLONIAL  PANEL  No.  1822-A 
Sunken  Panel 
24x24x34  inches 
(Figured  as  4 sq.  ft.  each) 
Price,  $10.50  per  100  Square  Feet 


COLONIAL  PANEL  No.  1820  A 
12x12x17  inches  only 
(Figured  as  1 sq.  ft.  each) 
Price,  $10.50  per  100  Square  Feet 
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ITALIAN  RENAISSANCE  PANEL 
No.  2403 

tf  yy  Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $9.00  per  100  Square  Feet 


ITALIAN  RENAISSANCE  PANEL 

No.  2459 

H 'A  Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $9.00  per  100  Square  Feet 


BORDER  PANEL  No.  2460 
fliR-  12x24  inches 
Price,  $10.00  per  100  Square  Feet 


lp«l; 
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11 

CORNER  PANEL  No.  2461 
tf  1 12x12  inches  only 

Price,  $10.00  per  100  Square  Feet 


ITALIAN  RENAISSANCE  PANEL 
No.  2461-A 
12x12x17  inches 
(Figured  as  1 sq.  ft.  each) 

Price,  $10.00  per  100  Square  Feet 


ITALIAN  RENAISSANCE  PANEL 
No.  2462 

/i  ^ ri  24x24x34  inches 
(Figured  as  4 sq.  ft.  each) 

Price,  $10.00  per  100  Square  Feet 
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COLONIAL  PANEL  No.  432 
Sunken  Panel-  P/4  in.  deep 
/?  y f\  Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $10.00  per  100  Square  Feet 


COLONIAL  PANEL  No.  432-A 
n , u Sunken  Panel 
“ • 24x24x34  inches 

(Figured  as  4 sq.  ft.  each) 
Price,  $10.50  per  100  Square  Feet 


BORDER  PANEL  No.  433 
Sunken  Panel 
ft  ‘i  12x24  inches 
Price,  $10.50  per  100  Square  Feet 


CORNER  PANEL 
v No.  434 
Sunken  Panel 
1 2x12  inches  only 
Price,  $10.50  per  100 
Square  Feet 


COLONIAL  PANEL  No.  434-A 
ft  J~  ^ 1 2x1 2x17  inches 

(Figured  as  1 sq.  ft.  each) 
Price,  $10.50  per  100  Square  Feet 


GOTHIC  PLATE  No.  1601 
ft  ‘(Y-  Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $9.00  per  100  Square  Feet 


GOTHIC  PLATE  No.  691 
L-of\  Multiple,  12  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 
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ITALIAN  RENAISSANCE  PLATE 
ft  ^ y-  No.  2402 

Multiple,  24  inches 

24x24  inches  24x48  inches  24x96  inches 
Price,  $9.00  per  100  Square  Feet 


EMPIRE  PLATE  No.  832 
24x24  inches  only 
Also  used  as  Center 
Price,  50  Cents  per  Plate 


COLONIAL  PANEL  No.  2480 
iliY  Multiple,  12  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $9.00  per  100  Square  Feet 


COLONIAL  PANEL  No.  1871 
t-  o /?  Multiple,  6 inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


SUNKEN  PANEL  No.  2497 
L O ri  Multiple,  6 inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


COLONIAL  PLATE  No.  1870 
L O ft  Multiple,  3 inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 
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FRENCH  RENAISSANCE  PLATE  No.  2031 
2.  o Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


FRENCH  RENAISSANCE  PLATE  No.  2029 
J-O  Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


FRENCH  RENAISSANCE  PLATE  No.  2055 
J—  O F\  Multiple,  12  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


ITALIAN  RENAISSANCE  PLATE  No.  2411 
i-O  Multiple,  12  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


FRENCH  RENAISSANCE  PLATE  No.  2056 
A o Multiple,  12  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet  Fq 


ITALIAN  RENAISSANCE  PLATE  No.  2410 
i—  o 4?  Multiple,  6 inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 
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PLATE  No.  2496 
*—  ° A Multiple,  24  inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.75  per  100  Square  Feet 


ITALIAN  RENAISSANCE  SIDE  WALL 
PLATE  No.  2405 
t—  <2>  F\  Multiple,  6 inches 

Size,  24x96  inches  only 
Price,  $8.75  per  100  Square  Feet 
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FILLER  No.  604-F 
Pattern,  1 inch 
24x96  inches  only 
Price,  $8.50  per  100  Square  Feet 
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MISCELLANEOUS  PLATE  No.  703 
4 O •/  Multiple,  6 inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.50  per  100  Square  Feet 
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MISCELLANEOUS  PLATE  No.  25 
L.  o y Multiple,  6 inches 
24x24  inches  24x48  inches  24x96  inches 
Price,  $8.50  per  100  Square  Feet 


MISCELLANEOUS  PLATE  No.  506 
6 Multiple,  3 inches 
'Size,  24x96  inches  only 
Price,  $8.50  per  100  Square  Feet 
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i,  c y No.  31 
Multiple,  6 inches 
Size,  24x96  inches  only 
Price,  $8.50  per  100  Square  Feet 


PLATE  No.  2500 
Multiple,  3 J«x6  inches 
Size,  27x96  inches  only 
Price,  $8.00  per  100  Square  Feet 
Can  be  used  without  strips  if  joists  are 
spaced  16  or  24  inches  on  centers. 


ITALIAN  RENAISSANCE  PLATE 
i_  o No.  418 
Pattern,  3 inches 
Size,  24x96  inches  only 
Price,  $8.50  per  100  Square  Feet 


PLATE  No.  600 
Multiple,  3 " sx6  inches 
Size,  27x96  inches  only 
Price,  $8.00  per  100  Square  Feet 
Can  be  used  without  strips  if  joists  are 
spaced  16  or  24  inches  on  centers. 
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SIDE  WALL  TOP  PLATE  No.  2473 
24x24  inches 

Price,  $9.00  per  100  Square  Feet 


SIDE  WALL  BOTTOM  PLATE  No.  2474 
24x30  inches 

Price,  $9.00  per  100  Square  Feet 


24x24  inches 

Price,  $9.00  per  100  Square  Feet 


SIDE  WALL  CENTER  PLATE  No.  2341 
24x48  inches 
24x96  inches 

Price,  $9.00  per  100  Square  Feet 


SIDE  WALL  BOTTOM  PLATE  No.  2342 
24x24  inches 

Price,  $9.00  per  100  Square  Feet 


(Sec  pages  38  and  39) 
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PLATE  No.  377 
Multiple,  3 inches 
Size,  24x96  inches 
Price,  $7.50  per  100  Square  Feet 


ITALIAN  RENAISSANCE 
WAINSCOTING 

No.  2443 
Width,  24  inches 
Height,  24  inches 
Price,  $10.00  per  100  Square  Feet 


ITALIAN  RENAISSANCE 
WAINSCOTING 
No.  2321 
Width,  24  inches 
Height,  36  inches 
Price,  $10.50  per  100  Square  Feet 


EMPIRE  WAINSCOTING  No.  854 
Width,  24  inches 
Height,  32  inches 

Can  be  used  for  right  or  left-hand  stairs. 
When  used  for  stairs  should  be  ordered  12 
inches  wide 

Price,  $10.00  per  100  Square  Feet 
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SANITARY  SIDE  WALLS  and  CEILINGS 

FOR 

BATH  ROOMS 


Bath  Rooms  should  be  ceiled  and  sided  with  our  Metal  Tiling,  which,  when 
properly  painted  with  suitable  enamel  paint,  can  be  washed  and  cleansed  the 
same  as  marble,  slate,  or  any  other  more  expensive  Bath  Room  finish. 

This  material  can  be  fitted  to  any  room,  no  matter  how  irregular  in  shape. 

The  Bath  Room  material  is  composed  of  the  three  different  size  tilings  as 
shown  on  page  51;  No.  2602  or  2603  being  generally  used  for  side  wall  pattern, 
No.  2601  for  wainscoting,  using  baseboard  No.  2606  at  bottom  and  mold  No. 
2605  to  finish  top  of  wainscoting,  and  mold  No.  2604  to  finish  at  ceiling  line;  or 
the  position  of  the  plates  may  be  changed  to  suit  the  taste  of  the  customer.  See 
also  illustration  on  page  39.  Any  standard  design  of  small  pattern  can  be  used 
on  the  ceiling. 

These  patterns  are  also  very  desirable  for  kitchens  if  plainness  is  preferred. 
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PLATE  No.  2602 
Multiple,  1x4  inches 
Size,  24x96  inches  only 
Price,  $8.75  per  100  Square  Feet 


PLATE  No.  2601 
Multiple,  3 inches 
Size,  24x96  inches  only 
Price,  $8.75  per  100  Square  Feet 
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PLATE  No.  2603 

Size,  24x96  inches  only  Multiple,  6 inches  Price,  $8.75  per  100  Square  Feet 


Width,  6 inches 


MOLD  No.  2604 

Length,  48  inches  Price,  9 Cents  per  Lineal  Foot 


BASEBOARD  No.  2606 


Width,  9 inches  Length,  48  inches  Price,  15  Cents  per  Lineal  Foot 
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PEUBLE  STUCCO  PLATE  No.  591 
30x96  inches  only 

(Full  size,  31x97  to  cover  30x96  inches) 
Price,  $8.75  per  100  Square  Feet 


FILLER  No.  2317 
Width  of  ornamentation,  7’/2  inches 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  48  inches 
Price,  $8.75  per  100  Square  Feet 


INSIDE  CORNER  No.  2317-A 
Width  of  Mold,  7'/2  inches 
Size,  24x24  inches 
Price,  $9.50  per  100  Square  Feet 


OUTSIDE  CORNER  No.  2317-B 
Width  of  Mold,  7'/2  inches 
Size,  24x24  inches 
Price,  $9.50  per  100  Square  Feet 


*S®3- 
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EMPIRE  FILLER  No.  829 
Width  of  ornamentation,  10  inches 

Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches.  No.  837  is  same 
as  No.  829  without  the  3-inch  Molding.  Widths,  9,  12,  15,  18,  21  and  24 
inches.  Length,  96  inches. 

Price,  $10.00  per  100  Square  Feet 


MOLDED  FILLER  No.  1883  if /- 

Width  of  Mold,  3 inches 

Widths,  9,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $9.00  per  100  Square  Feet 


STIPPLE  FILLER  No.  2656 
Widths,  9,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  per  100  Square  Feet 
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FRENCH  RENAISSANCE  FILLER  No.  2054 
Width  of  ornamentation,  7 inches 
Widths,  9,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  per  100  Square  Feet 


GOTHIC  FILLER  No.  855 
Width  of  ornamentation,  5 inches 
Widths,  6,  9,  12,  15,  18  and  21  inches.  Length,  48  inches 
Price,  $8.75  per  100  Square  Feet 


L OR 

GOTHIC  FILLER  No.  1609 
Width  of  ornamentation,  12  inches 
Widths,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  per  100  Square  Feet 
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ITALIAN  RENAISSANCE  FILLER  No.  2435 
Width  of  ornamentation,  9 inches 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  per  100  Square  Feet 


COLONIAL  FILLER  No.  1801 
Width  of  ornamentation,  6 inches 
Widths,  9,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  per  100  Square  Feet 


FRENCH  RENAISSANCE  FILLER  No.  2053 
Width  of  ornamentation,  9 inches 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  per  100  Square  Feet 


ITALIAN  RENAISSANCE  BORDER  No.  2436 
Width  of  ornamentation,  12  inches 
Size,  15,  18,  21  and  24  by  96  inches 
Price,  $10.00  per  100  Square  Feet 


ITALIAN  RENAISSANCE  BORDER  No.  2432 
Width  of  ornamentation,  5’/2  inches 
,Size,  9,  12,  15,  18,  21  and  24  inches  by  96  inches 
Price,  $10.00  per  100  Square  Feet 


FRENCH  RENAISSANCE  BORDER  No.  2047 
Size,  24  by  48  inches 
Price,  $10.00  per  100  Square  Feet 
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INSIDE  BORDER  CORNER  No.  2437 
24x24  inches 

Price,  $10.00  per  100  Square  Feet 


OUTSIDE  BORDER  CORNER  No.  2438 
24x24  inches 

Price,  $10.00  per  100  Square  Feet 


INSIDE  BORDER  CORNER  No.  2433 
24x24  inches 

Price,  $10.00  per  100  Square  Feet 


OUTSIDE  BORDER  CORNER  No.  2434 
24x24  inches 

Price,  $10.00  per  100  Square  Feet 


INSIDE  BORDER  CORNER  No.  2049 
24x24  inches 

Price,  $10.00  per  100  Square  Feet 


OUTSIDE  BORDER  CORNER  No.  2048 
24x24  inches 

Price,  $10.00  per  100  Square  Feet 
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ITALIAN  RENAISSANCE  BORDER  No.  2426 
Size,  28x48  inches 

Can  be  made  24  inches  wide  by  omitting  top  mold 
Can  be  made  18  inches  wide  by  omitting  top  and  bottom  molds 
Price,  $10.00  per  100  Square  Feet 


GOTHIC  BORDER  No.  1603 
Width,  18  inches.  Length,  48  inches 
Price,  $9.75  per  100  Square  Feet 


ITALIAN  RENAISSANCE  BORDER  No.  2429 
Size,  12x48  inches 
Price,  $10.00  per  100  Square  Feet 
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INSIDE  BORDER  CORNER  No.  2427 
28x28  inches 

Price,  $10.50  per  100  Square  Feet 


OUTSIDE  BORDER  CORNER  No.  2428 
24x24  inches 

Price,  $10.50  per  100  Square  Feet 


GOTHIC  INSIDE  CORNER  No.  1604 
18x18  inches 

Price,  $9.75  per  100  Square  Feet 


GOTHIC  OUTSIDE  CORNER  No.  1605 
24x24  inches 

Price,  $9.75  per  100  Square  Feet 


INSIDE  BORDER  CORNER  No.  2429  A 
12x12  inches 

Price,  $10.00  per  100  Square  Feet 


OUTSIDE  BORDER  CORNER  No.  2429-B 
12x12  inches 

Price,  $10.00  per  100  Square  Feet 
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BORDER  No.  2318 

Widths,  21  and  24  inches.  Length,  48  inches 
Price,  $9.00  per  100  Square  Feet 


FRENCH  RENAISSANCE  BORDER  No.  2050 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $9.00  per  100  Square  Feet 


ROMANESQUE  BORDER  No.  1517 
Width,  12  inches.  Length.  48  inches 
Price,  $8.75  per  100  Square  Feet  l 
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INSIDE  BORDER  CORNER  No.  2051 
24x24  inches 

Price,  $9.00  per  100  Square  Feet 


OUTSIDE  BORDER  CORNER  No.  2052 
24x24  inches 

Price,  $9.00  per  100  Square  Feet 


ROMANESQUE  INSIDE  CORNER  No.  1518 
12x12  inches 

Price,  $8.75  per  100  Square  Feet 


ROMANESQUE  OUTSIDE  CORNER 
No.  1519 
12x12  inches 

Price,  $8.75  per  100  Square  Feet 
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ITALIAN  RENAISSANCE  CENTER  No.  2447 
48x48  inches 
Shipped  in  parts 
Price,  $2.00  Each  ('i  l\  'j 


ZINC  VENTILATING  CENTER  No.  993 
24  inches  in  diameter 
Price,  $10.00  Each 
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ITALIAN  RENAISSANCE  CENTER 
No.  2439 
48x48  inches 
Shipped  in  parts 
Price.  $2.00  Each 
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VENTILATING  CENTER  No.  990 
(Galvanized  Border  with  Zinc  Center) 
48x48  inches 

Price,  assembled,  $12.00  Each 


Ventilated  part  only,  No.  990  A,  24x24  inches.  Price,  $8.00  each 


l 

J The  use  of  our  “KonicaT  Roof  Ventilators  in 
1 with  Ventilated  Centers  will  assure  efficient 


con  nection 
ventilation. 
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ITALIAN  RENAISSANCE  CENTER 

No.  2464 
48x48  inches 
Shipped  in  two  parts 
Price,  $3.00  Each 
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EMPIRE  CENTER  No.  959 
48x48  inches 
Shipped  in  parts 
Price,  $2.00  Each 
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CORNICE  No.  999 

Height,  22  inches.  Projection,  9 inches.  Length,  48  inches 
No  Mitres  furnished  for  this  Cornice 
Price,  40  Cents  per  Lineal  Foot 


CORNICE  No.  1714 

Height,  20  inches.  Projection,  14  inches.  Length,  48  inches 
Use  Mitre  Leaves  Nos.  1721  and  1722  with  this  Cornice 
Price,  30  Cents  per  Lineal  Foot 


INSIDE  MITRE  LEAF  No.  1721  T , OUTSIDE  MITRE  LEAF  No.  1722 

Price,  45  Cents  Each  ~ L ^ ' — Price,  45  Cents  Each 

See  Profiles  on  page  82 


67 


0Vs 


LLLER  S 

PERFECT  FIT' 

CEILINGS 


Bk===^^ 


COVE  No.  1813 

Height,  15  inches.  Projection,  12  inches.  Length,  48  inches 
Use  Mitre  Leaves  Nos.  51  and  5 1 '/2  with  this  Cornice 
Price,  25  Cents  per  Lineal  Foot 

a fv  'il- 


FRENCH  RENAISSANCE  CORNICE  No.  2033 
Height,  13'/2  inches.  Projection,  1 2 '/4  inches.  Length,  48  inches 
Price,  25  Cents  per  Lineal  Foot 

GJV  % 


INSIDE  MITRE  No.  2034 
Price,  $1.00  Each 


OUTSIDE  MITRE  No.  2035 
Price,  $1.00  Each 


See  Profiles  on  page  82 
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ITALIAN  RENAISSANCE  CORNICE  No.  2440 
Height,  13'/2  inches.  Projection,  lU/2  inches.  Length,  48  inches 
Price,  25  Cents  per  Lineal  Foot 


a k 

GOTHIC  CORNICE  No.  1608 
Height,  13  inches.  Projection,  7 inches.  Length,  48  inches 
Price,  20  Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  1612 
Price,  75  Cents  Each 


OUTSIDE  MITRE  No.  1613 
Price,  75  Cents  Each 


See  Profiles  on  page  82 
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STUCCO  CORNICE  No.  2322 
Height,  12  inches.  Projection,  12  inches.  Length,  48  inches 
Price,  25  Cents  per  Lineal  Foot 

SN/l. 


INSIDE  MITRE  No.  2323 
Price,  75  Cents  Each 


OUTSIDE  MITRE  No.  2324 
Price,  75  Cents  Each 


FRENCH  RENAISSANCE  CORNICE  No.  2607 
Height,  9 inches.  Projection,  9 inches.  Length,  48  inches 
Price,  20  Cents  per  Lineal  Foot 

G R 


INSIDE  MITRE  No.  2608  , , OUTSIDE  MITRE  No.  2609 

Price,  50  Cents  Each  Price,  50  Cents  Each 


See  Profiles  on  page  82 
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ROMANESQUE  CORNICE  No.  915 
Height,  12  inches.  Projection,  9 inches.  Length,  48  inches 
Price,  20  Cents  per  Lineal  Foot 

6J R 


INSIDE  MITRE  No.  916 

Price,  75  Cents  Each 


OUTSIDE  MITRE  No.  917 

Price,  75  Cents  Each 


STUCCO  CORNICE  No.  2325 
Height,  9 inches.  Projection,  9 inches.  Length,  43  inches 
Price,  20  Cents  per  Lineal  Fcot 


OUTSIDE  MITRE  No.  2327 
Price,  50  Cents  Each 


INSIDE  MITRE  No.  2326 
Price,  50  Cents  Each 


See  Profiles  on  page  82 
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FRENCH  RENAISSANCE  CORNICE  No.  2036 
Height,  9 inches.  Projection,  9 inches.  Length,  48  inches 
Price,  20  Cents  per  Lineal  Foot 


ITALIAN  RENAISSANCE  CORNICE  No.  2448 
Height,  8 inches.  Projection,  4 inches.  Length,  48  inches 
Price,  12  Cents  per  Lineal  Foot 


Jee  Profiles  on  page  d 
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INSIDE  MITRE  No.  2449 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  2450 
Price,  40  Cents  Each 


Qa ■, 
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GOTHIC  CORNICE  No.  856 
Height,  6 inches.  Projection,  5 inches.  Length,  48  inches 
Price,  12  Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  858 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  859 
Price,  40  Cents  Each 


GOTHIC  CORNICE  No.  1606 
Height,  V/2  inches.  Projection,  5 inches.  Length,  48  inches 
Price,  12  Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  1614 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  1615 
Price,  40  Cents  Each 


ITALIAN  RENAISSANCE  CORNICE  No.  2452 
Height,  6 inches.  Projection,  6 inches.  Length,  48  inches 
Price,  11  Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  2453 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  2454 
Price,  40  Cents  Each 


See  Profiles  on  page  83 
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COLONIAL  CORNICE  No.  1804 
Height,  6 inches.  Projection,  6 inches.  Length,  48  inches 
Price,  11  Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  1828 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  1829 
Price,  40  Cents  Each 


GREEK  CORNICE  No.  1407 
(Same  as  top  member  of  Cornice  No.  999) 

Height,  6 inches.  Projection,  3^4  inches.  Length,  48  inches 
Price,  10  Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  1422 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  1423 
Price,  40  Cents  Each 


GREEK  GIRDER  MOLD  No.  1415 
Width,  6 inches.  Depth,  41/ 4 inches.  Length,  48  inches 
Price,  20  Cents  per  Lineal  Foot 


ELL  No.  1417 
6x6  inches 
40  Cents  Each 


TEE  No.  1418 
6x6  inches 
40  Cents  Each 

See  Profiles  on  pnge  83 


CROSS  No.  1419 
6x6  inches 
40  Cents  Each 
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ITALIAN  RENAISSANCE  CORNICE  No.  2444 
Height,  4 inches.  Projection,  4 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  2445 
Price,  40  Cents  Each 


OUTSIDE  MITRE  No.  2446 
Price,  40  Cents  Each 


GOTHIC  CORNICE  No.  1602 
Height,  4 inches.  Projection,  4 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  1617 

Price,  30  Cents  Each 


OUTSIDE  MITRE  No.  1618 

Price,  30  Cents  Each 


ROMANESQUE  CORNICE  No.  1528 
Height,  4 inches.  Projection,  3 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  1532 
Price,  30  Cents  Each 


OUTSIDE  MITRE  No.  1533 
Price,  30  Cents  Each 


See  Profiles  on  page  83 
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CORNICE  No.  446 

Height,  3 inches.  Projection,  3 inches.  Length,  48  inches 
Price,  8 Cents  per  Lineal  Foot 


INSIDE  MITRE  No.  446'/2 
Price,  30  Cents  Each 


OUTSIDE  MITRE  No.  446'/4 
Price,  30  Cents  Each 


GREEK  CORNICE  No.  782 

Height,  3 inches.  Projection,  1%  inches.  Length,  48  inches 
Price,  5 Cents  per  Lineal  Foot 


4 1 

INSIDE  MITRE  No.  782-A  OUTSIDE  MITRE  No.  782-B 

Price,  20  Cents  Each  Price,  20  Cents  Each 


GREEK  CORNICE  No.  2099 
Height,  2 inches.  Projection,  2 inches.  Length,  48  inches 
Price,  4 Cents  per  Lineal  Foot 


iVH/ii/u/u/ni/ii/niriVitfK/airn/i 


GREEK  CORNICE  No.  2100 

Height.  1'/,  inches.  Projection,  U/2  inches.  Length,  48  inches 
Price,  3 Cents  per  Lineal  Foot 


See  Profiles  on  page  83 
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INSIDE  MITRE  LEAF  No.  51 

1 2 inches  long 
Price,  30  Cents  Each 


OUTSIDE  MITRE  LEAF  No.  51’/2 
12  inches  long 
Price,  30  Cents  Each 


INSIDE  MITRE  LEAF  No.  52 
18  inches  long 
Price,  50  Cents  Each 


INSIDE  MITRE  LEAF  No.  53 
24  inches  long 
Price,  65  Cents  Each 


OUTSIDE  MITRE  LEAF  No.  52'/2 
18  inches  long 
Price,  50  Cents  Each 


OUTSIDE  MITRE  LEAF  No.  53 '/2 

24  inches  long 
Price,  65  Cents  Each 


t 


Mitre  Leaves  are  used  with  cornices  tha 
have  no  stamped  right  angle  mitres 
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GREEK  MOLD  No.  794 
Width,  1 inch.  Length,  48  inches 
Furnished  with  Beads  No.  794-B 
Price,  3 Cents  per  Lineal  Foot 
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FRENCH  RENAISSANCE  MOLD  No.  2510 
Width,  12  inches.  Length,  48  inches 
Price,  15  Cents  per  Lineal  Foot 


ELL  No.  2511 


TEE  No.  2512 


12x12  inches 
Price,  20  Cents  Each 


12x12  inches 
Price,  20  Cents  Each 


CROSS  No.  2513 
12x12  inches 
Price,  20  Cents  Each 


COLONIAL  MOLD  No.  1806 
Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


ELL  No.  1807 
6x6  inches 

Price,  10  Cents  Each 


CROSS  No.  1809 


6x6  inches 

Price,  10  Cents  Each 


6x6  inches 

Price.  10  Cents  Each 


GOTHIC  MOLD  No.’ 843 
Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


ELL  No.  844 
6x6  inches 

Price,  10  Cents  Each 


TEE  No.  845 
6x6  inches 

Price.  10  Cents  Each 


CROSS  No.  846 
6x6  inches 

Price,  10  Cents  Each 


See  Profiles  on  page  83 
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COLONIAL' MOLD  No.  1824 
Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


ELL  No.  1825 
6x6  inches 

Pi  ice,  10  Cents  Each 


iM  i trr 


rill 


TEE  No.  1826 
6x6  inches 

Price,  10  Cents  Each 


' I ISP 
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CROSS  No.  1827 
6x6  inches 

Price,  10  Cents  Each 


STUCCO  MOLD  No.  2328 
Widch,  6 inches.  Length.  48  inches 
Price,  9 Cents  per  Lineal  Foot 


ELL  No.  2329 
6x6  inches 

Price,  10  Cents  Each 


TEE  No.  2330 
6x6  inches 

Price,  10  Cents  Each 


CROSS  No.  2331 
6x6  inches 

Price,  10  Cents  Each 


FRENCH  RENAISSANCE  MOLD  No.  2518 


ELL  No.  2519 
6x6  inches 

Price,  10  Cents  Each 


Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


TEE  No.  2520 


6x6  inches 

Price,  10  Cents  Each 


CROSS  No.  2521 
6x6  inches 

Price,  10  Cents  Each 


CORNER  MOLD  No.  842 
Width,  2 inches.  Length,  48  inches 
Price,  5 Cents  per  Lineal  Foot 

See  Profiles  on  page  83 
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ELL  No.  2468 
6x6  inches 

Price,  10  Cents  Each 


ITALIAN  MOLD  No.  2467 
Width.  6 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


TEE  No.  2469 
6x6  inches 

Price,  10  Cents  Each 


CROSS  No.  2470 
6x6  inches 

Price,  10  Cents  Each 


ITALIAN  MOLD  No.  2419 
Width,  4 inches.  Length,  48  inches 
Price,  8 Cents  per  Lineal  Foot 


ELL  No.  2420 
4x4  inches 

Price,  10  Cents  Each 


TEE  No.  2421 
4x4  inches 

Price,  10  Cents  Each 


CROSS  No.  2422 
4x4  inches 

Price,  10  Cents  Each 


ORIENTAL  MOLD  No.  472 
Width,  3 inches.  Length,  48  inches 
Price,  6 Cents  per  Lineal  Foot 


LOUIS  XIV  MOLD  No.  1303 
Width,  3 inches.  Length,  48  inches 
Price,  7 Cents  per  Lineal  Foot 


EMPIRE  MOLD  No.  838 
Width.  3 inches.  Length,  48  inches 
Price,  7 Cents  per  Lineal  Foot 


See  Profiles  on  page  83 


£ 


in  'mi',  "' 


"P£RFTO'nr"r*>J, 

sara CE,uwoa r^iL 


ROCOCO  MOLD  No.  42 
Made  in  2 and  3 inch  widths.  Length,  48  inches 
Price,  2 inches  wide,  5 Cents  per  Lineal  Foot 
Price,  3 inches  wide,  7 Cents  per  Lineal  Foot 


EMPIRE  FOOT  MOLD  No.  1909 
Width,  4 inches.  Length,  48  inches 
Price,  8 Cents  per  Lineal  Foot 


ITALIAN  FOOT  MOLD  No.  2430 
WIDTH,  5 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 


GREEK  FOOT  MOLD  No.  1420 
Width,  4L4  inches.  Length,  48  inches 
Price,  10  Cents  per  Lineal  Foot 


GIRDER  MOLD  No.  809 

Side  width,  3 inches.  Bottom  width,  2 inches.  Length,  48  inches 
Price,  10  Cents  per  Lineal  Foot 


GOTHIC  FOOT  MOLD  No.  1600 
Width,  3I/4  inches.  Length,  48  inches 
Price,  8 Cents  per  Lineal  Foot 


See  Profiles  on  page  83 
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One  of  the  essentials  in  the  erecting  of  Metal  Ceilings  and  Side  Walls  is  the 
proper  application  of  furring  strips,  which  must  be  brought  to  a true  level,  by 
wedging  or  additional  furring,  before  applying  metal.  Furring  strips  are  always 
applied  at  right  angles  to  the  joists.  Cross-furring  is  required  at  the  end  of  each 
section  or  piece. 

To  assist  the  Erectors  in  properly  starting  and  also  simplifying  their  work  we 
furnish  with  each  Ceiling  or  Side  Wall  job  a blue  print  or  working  plan  if  desired. 
On  the  blue  print  for  Ceilings  you  will  note  the  starting  line  plainly  marked.  This 
is  the  point  from  which  the  Erector  should  lay  out  and  locate  his  furring  strips. 
Great  care  should  be  taken  that  the  furring  strips  are  placed  so  as  to  come  directly 
under  the  side  and  end  joints  of  plates;  also  joints  of  molds,  borders,  fillers  and 
cornice,  as  may  be  indicated  on  blue  print. 

Occasionally  it  may  be  necessary  to  place  additional  strips  between  joints  on 
wide  spans  of  filler  or  some  plates  which  are  not  sufficiently  rigid  in  themselves 
to  prevent  sagging. 

We  furnish  sufficient  wood  brackets  for  all  molds  and  cornices,  to  be  used 
only  underneath  the  end  joint  of  each  section  of  mold  or  cornice  so  that  the  part 
can  be  drawn  perfectly  into  place. 

Having  placed  your  furring  strips  correctly,  you  will  then  apply  the  metal, 
starting  from  the  center  at  rear  of  room,  and  working  to  each  side  and  towards 
the  front  until  the  entire  field  is  in  place.  The  cove  or  cornice  should  then  be 
nailed  at  the  foot  of  cornice  on  Side  Wall  leaving  the  upper  part  of  cornice  loose; 
the  top  of  cornice  to  be  nailed  after  the  filler  has  been  applied.  The  excess  of 
filler  is  slipped  under  the  cornice. 

When  using  Plate  1838,  which  is  23/4  inches  deep,  it  is  necessary  to  fur  down 
to  that  depth  so  that  the  back  of  plate  will  not  strike  the  joists.  This  can  be  done 
by  using  a special  strip  2%  inches  deep  or  by  building  down  with  regular  strips. 
By  using  regular  strips  about  400  lineal  feet  to  the  square  will  be  required  with 
plate  1838. 
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The  size  of  furring  strips  which  we  advise  using  is  7 8"  x l'/V',  of  good  soft 
lumber.  An  average  of  140  ft.  of  strips  to  the  square  of  ceiling  material  is  usually 
required  when  applying  strips  in  the  regular  manner.  160  feet  are  needed  when 
strips  are  spaced  12  inches  apart. 

Such  cornices  for  which  we  furnish  mitres,  or  mitre  leaves,  also  molds  for 
which  ells,  tees  and  crosses  are  furnished,  are  illustrated  and  mentioned  in  our 
catalog.  No  special  fittings  of  any  kind  are  furnished. 

Should  you  be  erecting  ceiling  in  an  old  building,  do  not  remove  the  plaster, 
unless  loose,  but  proceed  with  your  furring  as  above. 

Plates  Nos.  377,  403,  600  and  2500  can  be  nailed  direct  to  joists  without  the 
use  of  furring  if  joists  are  spaced  16  or  24  inches  on  centers. 

Most  of  our  ceiling  designs  can  be  used  without  furring  strips,  where  you  have 
a flat  board  surface  to  cover. 


— o 

The  above  rules  will  also  apply  to  the  application  of  Side  Walls,  except  where 
metal  wainscoting  is  used,  in  which  case  the  wainscoting  must  be  applied  first 
and  the  Side  Wall  material  finished  to  it. 

We  recommend  that  Side  Walls  be  applied  over  solid  wood  sheathing,  or  if 
that  is  impossible,  the  strips  should  be  spaced  6"  apart,  to  give  a good  solid  base. 
About  50%  more  strips  are  required  by  this  method.  Cross-stripping  is  then 
unnecessary. 

These  directions  are,  of  necessity,  general  in  character  and  are  intended  for 
the  inexperienced.  The  “short  cuts”  which  make  for  speed  and  economy  are 
acquired  with  a little  practice  and  experience. 

The  great  care  we  take  in  the  manufacture  of  our  ceilings,  all  being  carefully 
trimmed  and  re-squared  after  stamping,  and  the  rigid  inspection  given  them  will 
insure  a straight  and  “PERFECT-FIT”  ceiling  if  properly  applied. 


SPECIAL  NOTICE:  All  plates  shown  in  this  catalog 
are  flush  back  except  Nos.  100 , 432,  1822,  1838,  2480  and  2497 
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In  preparing  sketch  give  a true  outline  of  the  shape  of  the  ceiling,  being 
sure  to  show  and  correctly  locate  all  openings,  offsets  or  projections  affecting  the 
ceiling,  together  with  their  dimensions.  If  for  a store  room  state  whether  front 
windows  and  entrance  are  boxed  in  or  open. 

Also  whether  the  space  between  top  of  front  windows  and  ceiling  line  will 
permit  the  use  of  cornice  shown  in  design  selected.  Frequently  a small  mold  is 
used  instead. 

If  there  are  any  “I”  beams  in  the  ceiling  state  whether  of  wood  or  steel, 


Cun  cornice  be  used  in  front  between 
windows  and  ceiling? 


the  depth  from  bottom  of  ceiling 
joists  to  bottom  of  beam;  likewise  the 
width  of  beams  and  their  exact  location. 
It  is  best  to  measure  the  distance  be- 
tween beams  at  both  sides,  as  they  are 
not  always  spaced  uniformly.  If  possible 
send  detailed  sketch  showing  construc- 
tion or  treatment  of  all  beams. 

Should  there  be  any  stairways, 
state  whether  open  or  closed,  and  if 
open  are  soffits  to  be  covered ? 

Sketches  need  not  be  drawn  to  scale 
but  all  information  should  be  accurate 
as  our  working  plans  are  prepared  from 
the  data  given  us  and  if  correct  the  ceil- 
ing will  certainly  fit,  go  up  easily  and 
make  an  attractive  job. 

Please  note  our  suggestive  sketches, 
which  are  shown  for  your  guidance. 
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RULES  FOR  ESTIMATING 
METAL  CEILINGS 


To  the  length  and  width  of  the  room  to  be  covered,  add  double  the  drop  of 
the  cornice,  (if  cornice  is  used  on  all  four  walls),  then  multiply,  and  to  the  result 
obtained,  add  the  following  percentages  to  take  care  of  lappage  of  fillers  and 
waste  in  cutting: 

Straight  Ceilings  of  20  squares  or  more,  add  3 per  cent. 

“ “ 10  “ “ “ “ 5 per  cent. 

“ “ “ 5 “ “ “ “ 10  per  cent. 

3 “ “ “ “ 15  per  cent. 

“ “ under  3 “ “ “ “ 20  per  cent. 

Rooms  of  any  size  cut  up  by  beams  or  girders,  figure  each  space  between 
beams  as  a separate  room,  adding  material  to  cover  beams  and  percentages  as 
per  above. 

In  figuring  materials  to  cover  beams,  add  at  least  4 inches  to  the  girt  to 
allow  for  lappage. 

Do  not  neglect  to  add  these  allowances  for  waste,  because  your  failure  to  do 
so  may  show  a smaller  profit  than  you  expected. 


SIDEWALLS 

In  figuring  materials  for  sidewalls,  measure  from  top  of  wood  baseboard 
to  ceiling.  If  metal  baseboard  is  used  measure  from  floor  to  ceiling,  adding 
projection  of  cornice  (unless  latter  is  included  in  ceiling)  and  multiply  by  total 
length  of  walls.  Add  3 per  cent  for  waste.  Show  location  of  all  doors,  windows 
or  other  openings.  If  there  are  shelves  along  walls,  state  how  close  these  run  to 
ceiling,  as  they  may  affect  the  cornice. 


DEDUCTIONS 

Make  no  deductions  for  openings  smaller  than  25  sq.  fc.  each,  because  it 
costs  as  much  to  work  around  these  openings  as  the  saved  material  is  worth. 
For  openings  larger  than  25  sq.  ft.  each,  deduct  one-half  the  space  not  covered. 

SPECIAL  NOTICE:  When  Mitres,  Leaves,  Ells,  Tees  and  Crosses  are 
sold  per  square,  as  in  made  up  designs,  the  Ells,  Tees  and  Crosses  are  figured  as 
1 sq.  ft.  per  piece.  Mitres  and  Leaves  for  6-inch  cornices  and  larger  are  figured 
as  2 sq.  ft.  per  piece.  Mitres  for  smaller  than  6-inch  cornices  are  figured  as  1 sq. 
ft.  per  piece. 

Otherwise  these  fittings  are  always  sold  on  the  basis  of  list  and  discount. 

The  girth  of  cornice  is  obtained  by  adding  the  depth  and  projection. 
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Section  Two 

Repressed  Beads  and  Punched  Nailholes  undoubtedly 
constitute  the  greatest  improvement  in  the  Metal  Ceiling  industry 
since  its  beginning.  Erectors  who  have  once  used  these  features 
will  always  do  so  if  possible. 

Repressed  Beads  and  Punched  Nailholes  are  produced  by  a 
separate  operation  with  special  full  length  tool  steel  dies,  which 
are  accurately  machined  to  a thousandth  part  of  an  inch,  produc- 
ing beads  which  are  absolutely  full,  true,  and  uniform.  So 
accurate  are  these  “Repressed  Plates”  that  they  will  fit  perfectly 
even  though  stamped  from  different  dies  and  at  various  times. 

Punching  the  nailholes  is  a feature  which  saves  the  erector  a 
great  deal  of  labor,  speeding  up  his  work  wonderfully  and  reducing 
his  final  cost.  It  is  much  easier  to  set  a nail  in  a hole  than  to  drive 
it  through  two  or  four  thicknesses  of  metal. 

No  slipping  of  nails,  resulting  in  pounded  fingers  and  mashed 
beads,  will  result  when  using  “Repressed  Beads  and  Punched 
Nailholes.”  A trial  will  convince  you  of  this  fact. 

Repressed  Beads  and  Punched  Nailholes  can  only  be 
furnished  in  such  plates  as  are  so  indicated  in  Section  Two. 
Old  Line  plates  shown  in  Section  One  of  this  catalog  can- 
not be  furnished  with  this  feature. 

Repressed  Beads  and  Punched  Nailholes  are  furnished  in  one 
size  plate  only,  namely  24x48".  They  are  optional  with  the 
customer  and  will  not  be  furnished  unless  so  ordered;  therefore 
be  sure  to  specify  if  you  desire  plates  “Repressed.” 

Plates  Nos.  105,  203,  403,  422,  501,  521,  601,  602,  603,  604, 
605,  920,  960;  also  all  Fillers,  Borders,  Cornices  and  Molds,  etc., 
cannot  be  furnished  with  Repressed  Beads  and  Punched  Nail- 
holes. 

Please  remember  that  the  old  and  new  lines  cannot  be 
mixed,  except  tbe  cornices  and  such  plates  and  fillers  as 
have  no  beads. 

We  recommend  the  use  of  “Repressed  Beads  and 
Punched  Nailholes’’  because  we  believe  better  and  more 
economical  erection  can  be  accomplished  with  them , you 
will  make  a better  profit  and  give  the  owner  a more  satis- 
factory job. 
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DESIGN  No.  1248 

Composed  of  Cornice  No.  822,  Page  141. 
Projection  6'^  in.,  Depth  8 in. 

Molded  Filler  No.  505,  Page  135. 

Angle  Panel  No.  603,  Page  131. 

Field  No.  102,  Page  124. 


Price,  based  on  room  20x60  feet $12.50  a square 

Price,  based  on  room  20x30  feet 13.00  a square 

Price,  based  on  room  15x20  feet 13.50  a square 

a9 


89 


COLONIAL 


DESIGN  No.  1245 

Composed  of  Cornice  No.  801,  Page  140. 
Projection  9 in.,  Depth  9 in. 

Molded  Filler  No.  505,  Page  135. 

Border  No.  601,  Page  131. 

Corner  No.  605,  Page  131. 

Field  No.  102,  Page  124. 


Price,  based  on  room  20x60  feet $11.00  a square 

Price,  based  on  room  20x30  feet 11.50  a square 

Price,  based  on  room  15x20  feet 12.00  a square 


COLONIAL 


DESIGN  No.  1246 

Composed  of  Cornice  No.  822,  Page  141. 
Projection  6 ’4  in.,  Depth  8 in. 

Molded  Filler  No.  505,  Page  155. 

Field  No.  103,  Page  124. 


Price,  based  on  room  20x60  feet $11.00  a square 

Price,  based  on  room  20x30  feet 11.50  a square 

Price,  based  on  room  15x20  feet 12.00  a square 


Price,  based  on  room  20x60  feet $11.00  a square 

Price,  based  on  room  20x30  feet 11.50  a square 

Price,  based  on  room  15x20  feet 12.00  a square 


91 


2 


EL1XRI 

* PERFECT  FTT' 

CEILINGS 


£ 


tL, 


COLONIAL 


DESIGN  No.  1 256 


Composed  of  (Cornice  No.  860,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  522,  Page  135. 

Field  No.  103,  Page  124. 


Price,  based  on  room  20x60  feet 
Price,  based  on  room  20x30  feet 
Price,  based  on  room  15x20  feet 


$1 1.00  a square 
1 1.50  a square 
12.00  a square 
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DESIGN  No.  1255 

Composed  of  Cornice  No.  821,  Page  142. 
Projection  4’^  in.,  Depth  41?  in. 

Filler  No.  590,  Page  134. 

Field  No.  102,  Page  124. 


Price,  based  on  room  20x60  feet $11.00  a square 

Price,  based  on  room  20x30  feet 11.50  a square 

Price,  based  on  room  15x20  feet 12.00  a square 


Price,  based  on  room  20x60  feet $11.00  a square 

Price,  based  on  room  20x30  feet 11.50  a square 

Price,  based  on  room  15x20  feet 12.00  a square 
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DESIGN  No.  1242 

Composed  of  Cornice  No.  820,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  134. 

Mold  No.  770,  Page  143. 

Ell  No.  771,  Page  143. 

Tee  No.  772,  Page  143. 

Cross  No.  773,  Page  143. 

Field  No.  100,  Page  124.  (Sunken  Panel.) 


Price,  based  on  room  20x60  feet $13.25  a square 

Price,  based  on  room  20x30  feet 14.00  a square 

Price,  based  on  room  15x20  feet 14.75  a square 


Price,  based  on  room  20x60  feet $13.25  a square 

Price,  based  on  room  20x30  feet 14.00  a square 

Price,  based  on  room  15x20  feet 14.75  a square 
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DESIGN  No.  1243 

Composed  of  Cornice  No.  820,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  134. 

Field  No.  100,  Page  124.  (Sunken  Panel.) 


Price,  based  on  room  20x60  feet $12.00  a square 

Price,  based  on  room  20x30  feet 12.50  a square 

Price,  based  on  room  15x20  feet 13.00  a square 
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DESIGN  No.  1241 

Composed  of  Cornice  No.  820,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  154. 

Border  No.  602,  Page  151. 

Corner  No.  604,  Page  151. 

Field  No.  101,  Page  124. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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DESIGN  No.  1257 

Composed  of  Cornice  No.  840,  Page  141. 
Filler  No.  522,  Page  155. 

Projection  6 in.,  Depth  6 in. 

Field  No.  101,  Page  124. 


Price,  based  on  room  20x60  feet 
Price,  based  on  room  20x30  feet 
Price,  based  on  room  15x20  feet 


$10.50  a square 
1 1.00  a square 
1 1.50  a square 
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DESIGN  No.  1218 

Composed  of  Cornice  No.  820,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  134. 

Mold  No.  751,  Page  143. 

Ell  No.  752,  Page  143. 

Field  No.  145,  Page  126. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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DESIGN  No.  1216 

Composed  of  Cornice  No.  820,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  184. 

Mold  No.  751,  Page  148. 

Ell  No.  752,  Page  148. 

Field  No.  126,  Page  126. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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STUCCO 


DESIGN  No.  1204 

Composed  of  Cornice  No.  801,  Page  140. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  541,  Page  154. 

Field  No.  124,  Page  125. 


Price,  based  on  room  20x60  feet $10.25  a square 

Price,  based  on  room  20x30  feet 10.75  a square 

Price,  based  on  room  15x20  feet 11.25  a square 
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DESIGN  No.  1215 

Composed  of  Cornice  No.  820,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  134. 

Mold  No.  751,  Page  143. 

Ell  No.  752,  Page  143. 

Field  No.  125,  Page  126. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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DESIGN  No.  1231 

Composed  of  Cornice  No.  860,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Filler  No.  590,  Page  134. 

Mold  No.  760,  Page  143. 

Ell  No.  761,  Page  143. 

Field  No.  161,  Page  125. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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DESIGN  No.  1201 

Composed  of  Cornice  No.  801,  Page  140. 
Projection  9 in.,  Depth  9 in. 

Filler  No.  541,  Page  134. 

Field  No.  122,  Page  125. 


Price,  based  on  room  20x60  feet 
Price,  based  on  room  20x30  feet 
Price,  based  on  room  15x20  feet 


$10.25  a square 
10.75  a square 
11.25  a square 
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FRENCH  RENAISSANCE 


DESIGN  No.  1208 

Composed  of  Cornice  No.  802,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Filler  and  Border  combined  No.  661,  Page  189. 
Corner  No.  662,  Page  139. 

Field  No.  183,  Page  126. 


rice,  based  on  room  20x60  feet $10.50  a square 

rice,  based  on  room  20x30  feet 11.00  a square 

rice,  based  on  room  15x20  feet 11.50  a square 


<7)  "P£w^  nr  "Vp  . 

ceilings  J^T^: 


FRENCH  RENAISSANCE 


DESIGN  No.  1206 

Composed  of  Cornice  No.  860,  Page  140. 
Projection  12  in..  Depth  12  in. 

Filler  No.  541,  Page  154. 

Field  No.  185,  Page  126. 


Price,  based  on  room  20x60  feet $10.25  a square 

Price,  based  on  room  20x30  feet 10.75  a square 

Price,  based  on  room  15x20  feet 11.25  a square 
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DESIGN  No.  1101 

Composed  of  Cornice  No.  S22,  Page  141. 
Projection  6'  _>  in.,  Depth  8 in. 

Molded  Filler  No.  505,  Page  135. 

Field  No.  202,  Page  127. 


Price,  based  on  room  20x60  feet $10.75  a square 

Price,  based  on  room  20x30  feet 11.25  a square 

Price,  based  on  room  15x20  feet 11.75  a square 
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ELLER  s 

"PERFECT  FIT' 

CEILINGS 


COLONIAL 


DESIGN  No.  1102 

Composed  of  Cornice  No.  840,  Page  141. 
Projection  0 in..  Depth  0 in. 

Filler  No.  590,  Page  154. 

Field  No.  201,  Page  127. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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DESIGN  No.  1103 

Composed  of  Cornice  No.  823,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Filler  No.  590,  Page  134. 

Mold  No.  760,  Page  143. 

Ell  No.  761,  Page  143. 

Field  No.  261,  Page  12S. 


Price,  based  on  room  20x60  feet $10.50  a square 

Price,  based  on  room  20x30  feet 11.00  a square 

Price,  based  on  room  15x20  feet 11.50  a square 
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I LUA  S 

H "PERFECT  FIT 

l CEILINGS 


STUCCO 


DESIGN  No.  1108 

Composed  of  Cornice  No.  840,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Filler  No.  590,  Page  154. 

Molded  Border  No.  620,  Page  158. 
Molded  Corner  No.  622,  Page  158. 

Field  No.  225,  Page  127. 


Price,  based  on  room  20x60  feet $10.25  a square 

Price,  based  on  room  20x30  feet 10.75  a square 

Price,  based  on  room  15x20  feet 11.25a  square 


aG) 
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ELLER.  S 

"PERFECT  FIT' 

CEILINGS 


STUCCO 


Iv  DESIGN  No.  1114 

Composed  of  Cornice  No.  823,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Filler  No.  525,  Page  154. 

Field  No.  224,  Page  128. 


Price,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 
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DESIGN  No.  1105 

Composed  of  Cornice  No.  802,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Filler  No.  541,  Page  134. 

Field  No.  222,  Page  128. 


Price,  based  on  room  20x60  feet. 
Price,  based  on  room  20x30  feet. 
Price,  based  on  room  15x20  feet. 


$10.00  a square 
10.50  a square 
11.00  a square 


lit 


MISCELLANEOUS 


DESIGN  No.  1104 

Composed  of  Cornice  No.  802,  Page  141. 
Projection  6 in.,  Depth  b in. 

Filler  No.  541,  Page  134. 

Field  No.  280,  Page  127. 


Price,  based  on 
Price,  based  on 
Price,  based  on 


room  20x60  feet 
room  20x30  feet 
room  15x20  feet 


£ 
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$10.00  a square 
10.50  a square 
1 1.00  a square 


sS 


Gif”  PERFECT 

CEILINGS  ft,. 

AiftmiTi-Ktts.-* 

COLONIAL 


DESIGN  No.  1014 

Composed  of  Cornice  No.  840,  Page  141. 
Projection  6 in..  Depth  6 in. 

Filler  No.  590,  Page  134. 

Field  No.  300,  Page  128. 


Price,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 


Price,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 
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ELUXI 

'PERFECT  FIT' 

CEILINGS 


GOTHIC 


DESIGN  No.  1015 

Composed  of  Cornice  No.  825,  Page  141. 
Projection  6 in..  Depth  6 in. 

Filler  No.  590,  Page  154. 

Mold  No.  760,  Page  145. 

Ell  No.  761,  Page  145. 

Field  No.  564,  Page  129. 


Price,  based  on  room  20x60  feet $10.25  a square 

Price,  based  on  room  20x30  feet 10.75  a square 

Price,  based  on  room  15x20  feet 11.25  a square 
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ITALIAN  RENAISSANCE 
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DESIGN  No.  1021 

Composed  of  Cornice  No.  825,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Molded  Filler  No.  525,  Page  154. 

Field  No.  521,  Page  129. 


Price,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 
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MISCELLANEOUS 


DESIGN  No.  1018 

Composed  of  Cornice  No.  82.?,  Page  141. 
Projection  6 in.,  Depth  6 in. 

Molded  Filler  No.  525,  Page  134. 

Field  No.  324,  Page  120. 


P'-ice,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 


P'  ice,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 


E LLCA'S 

"PERFECT  FIT' 


CEILINGS 


MISCELLANEOUS 


DESIGN  No.  1025 

Composed  of  Cornice  No.  821,  Page  142. 
Projection  41  ■>  in.,  Depth  4' 2 in. 

Filler  No.  541,  Page  154. 

Field  No.  522,  Page  129. 


Price,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 


Price,  based  on  room  20x60  feet $10.00  a square 

Price,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 
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GOTHIC 


DESIGN  No.  1034 

Composed  of  Cornice  No.  823,  Page  141. 
Projection  6 in..  Depth  6 in. 

Filler  (Plate)  No.  521,  Page  130. 

Spacer  No.  665,  Page  139. 

Ell  No.  662,  Page  139. 

Field  No.  521,  Page  130. 


l ice,  based  on  room  20x60  feet $10.00  a square 

rice,  based  on  room  20x30  feet 10.50  a square 

Price,  based  on  room  15x20  feet 11.00  a square 


ns 


MISCELLANEOUS 


DESIGN  No.  1040 

Composed  of  Cornice  No.  880,  Page  142. 
Projection  3 in..  Depth  3 in. 

Field  No.  320,  Page  130. 


Price,  based  on  room  20x60  feet $ 9.00  a square 

Price,  based  on  room  20x30  feet 9.50  a square 

Price,  based  on  room  15x20  feet 10.00  a square 
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CEILINGS 


5~ks 


STUCCO 


SIDEWALL  No.  1508 

Composed  of  Cornice  No.  822,  Page  141. 
Projection  (»'  <i  in.,  Depth  8 in. 

Frieze  (Border)  No.  661,  Page  159. 

Spacer  No.  665,  Page  159. 

Tee  No.  665,  Page  159. 

Sidewall  and  Wainscot  (Filler)  No.  591,  Page  52. 
Metal  Baseboard  No.  2606,  Page  51. 
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Price . 


$10.50  a square 
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SIDEWALL  No.  1503 
Composed  of  Cornice  No.  860,  Page  140. 
Projection  12  in.,  Depth  12  in. 

Sidewall  (Plate)  No.  501,  Page  130. 

Chair  Rail  No.  765,  Page  142. 

Wainscot  No.  960,  Page  132. 

Metal  Baseboard  No.  2606,  Page  51. 


Price 


$10.50  a square 


121 





■ • ■ VlHMHMS 


M. 


EUXR'S 

'PERFECT  FIT' 

CEILINGS 


MISCELLANEOUS 


STAIRWAY  AND  SIDEWALL  DESIGN  No.  1520 

Composed  of  Sidewall  (Plate)  No.  422,  Page  130. 

Chair  Rail  No.  765,  Page  142. 

Wainscot  No.  920,  Page  132. 

W hen  used  on  stairway,  wainscot  should  he  ordered  12  inches  wide. 


Price $10.50  a square 
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ELLER.  S 

'PERFECT  FIT" 

CEILINGS 


i^\HE  individual  parts  shown  on  the  succeeding  pages  illustrate  our  latest 
V.|  J additions  to  the  “Perfect-Fit”  line.  They  represent  the  finest  and  most 
recent  creations  in  the  Art,  and  it  is  with  pardonable  pride  that  we  recommend 
them  to  your  consideration. 

They  are  clearer  in  design  and  stamping,  easier  to  erect  owing  to  the  im- 
provement of  the  bead  construction.  Will  fit  better  and  make  a nicer  job. 

Most  of  these  plates  can  be  furnished  with  Repressed  Beads  and  Punched 
Nail  Holes,  which  is  a great  time  and  labor  saving  feature. 

They  are  creditable  additions  to  the  famous  “Perfect-Fit”  quality  line. 


See  the  Hole  That  Saves 


Repressed  Beads  and  Punched 
Nailholes  save  Time,  Temper  and 
Money! 

It  is  an  easy  thing  to  drive  the 
nails  through  the  clean,  perfectly- 
cut  nailholes  in  our  ceilings.  As  a 
result  your  men  can  put  up  more 
ceiling  at  less  cost  and  with  better 
results  and  satisfaction  than  with 
other  kinds.  Inasmuch  as  the 
beads  are  absolutely  straight  it  is 
impossible  to  get  the  ceiling  up 
other  than  straight  and  true.  It 
will  pay  you  in  increased  business 
and  profits,  and  freedom  from  com- 
plaints to  use  Eller’s  “Perfect  Fit” 
Ceilings  exclusively,  especially  as 
they  cost  no  more  than  others. 

“Perfect-Fit”  Ceilings 
“ Fit  Perfectly” 


Time,  Labor 
and  Money! 


v 
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COLONIAL  SUNKEN  PANEL  No.  100 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $11.00  a square 


COLONIAL  PANEL  No.  101 
Multiple,  24  inches 
Sizes.  24x24  and  24x48  inches 
Price,  $9.75  a square 


COLONIAL  PANEL  No.  102 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $10.00  a square 


COLONIAL  PANEL  No.  103 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $10.00  a square 
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GOTHIC  PLATE  No.  161 


Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.50  a square 


GOTHIC  PLATE,  No.  120 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a square 


STUCCO  PLATE  No.  124 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.00  a square 


STUCCO  PLATE  No.  122 
Multiple,  24  inches 
Sizes  24x24  and  24x48  inches 
Price,  $8.75  a square 
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STUCCO  PLATE  No.  145 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.00  a Square 


STUCCO  PLATE  No  126 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.00  a Square 


STUCCO  PLATE  No.  125 


Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.00  a Square 


FRENCH  PLATE  No.  183 
Multiple,  24  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 
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COLONIAL  PANEL  No.  201 
Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.50  a Square 


COLONIAL  PANEL  No.  202 
Multiple,  1 2 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.75  a Square 


STUCCO  PLATE  No.  223 
Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 
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MISCELLANEOUS  PLATE  No.  280 
Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 
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GOTHIC  PLATE  No.  261 
Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.00  a Square 


FRENCH  PLATE  No.  222 
Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 
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STUCCO  PLATE  No.  224 


Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price;  $8.75  a Square 


COLONIAL  PANEL  No.  300 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $9.00  a Square 
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GOTHIC  PLATE  No.  364 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 


ITALIAN  PLATE  No.  321 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 


MISCELLANEOUS  PLATE  No.  322 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 


MISCELLANEOUS  PLATE  No.  324 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.75  a Square 
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MISCELLANEOUS  PLATE  No.  320 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $8.50  a Square 


MISCELLANEOUS  PLATE  No.  422 
Multiple,  6 inches 
Sizes,  24x48  and  24x96  inches 
Cannot  be  Furnished  Repressed  or  Punched 
Price,  $8.50  a Square 
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MISCELLANEOUS  PLATE  No.  501 
Multiple,  3 inches 
Size,  24x96  inches 

Cannot  be  Furnished  Repressed  or  Punched 
Price,  $8.50  a Square 
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GOTHIC  PLATE  No.  521 
Multiple,  3 inches 
Size,  24x96  inches 

Cannot  be  Furnished  Repressed  or  Punched 
Price,  $8.50  a Square 


' ' \&  V : ' ‘ 


130 


COLONIAL  BORDER  PANEL  No.  601 
Sizes,  12x24  and  12x48  inches 
Price,  $10.00  a Square 


COLONIAL  BORDER  PANEL  No.  602 
Sizes,  12x24  and  12x48  inches 
Price,  $10.00  a Square 


COLONIAL  CORNER  PANEL  No.  605 
Size,  12x12  inches 
Price,  12  Cents  Each 


COLONIAL  CORNER  PANEL  No.  604 
Size,  12x12  inches 
Price,  12  Cents  Each 


PANEL  No.  203 
Size,  12x12x17  inches 
(Figured  as  One  Square  Foot  Each) 
Price,  $11.00  a Square 


ANGLE  PANEL  No.  603 
Used  to  make  Center  Panel 
Size,  24x24x7x24x7  inches 
(Figured  as  4 sq.  ft.) 
Price,  $11.00  a Square 


COLONIAL  PANEL  No.  105 
Size,  24x24x34  inches 
(Figured  as  4 Square  Feet  Each) 
Price,  $11.00  a Square 


131 


Qa 


ELLER.  S 

'PERFECT  FIT 


CEILINGS 


MISCELLAN- 
EOUS PLATE 
No.  403 
Size,  24x96 
Price,  $8.50 
a Square 

Can  be  used 
without  strips 
if  joists  are 
spaced  16  or  24 
inches  on 
Centers 


CENTER  No.  585 
Size,  24x24  inches 
Price,  50  Cents  Each 


WAINSCOT  No.  920 
Sizes,  1 2x36  and  24x36  inches 
Price,  $10.00  a Square 


WAINSCOT  No.  960 
Sizes,  12x36  and  24x36  inches 
Price,  $10.50  a Square 
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VENTILATED  CENTER  No.  580 
48x48  inches 

Galvanized  Border  with  Zinc  Center 
For  use  with  designs  in  Section  Two 
Price,  assembled,  $10.00  Each 


INSIDE  CORNER  No.  525-A 


OUTSIDE'CORNER’No.  525-B 


Width  of  Mold,  4 inches  Width  of  Mold,  4 inches 

Size,  24x24  inches  Size,  24x24  inches 

Price,  $9.50  a Square  Price,  $9.50  a Square 
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FILLER  No.  590 

Widths,  9,  12,  15,  18,  21,  24  and  30  inches 
Length,  96  inches 
Price,  $8.75  a Square 


FILLER  No.  541 
Width  of  Ornamentation,  7 inches 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  a Square 


*J  :<■  1 • > r * < . ..  « ■"  - I '■■■»  rf  r- 

FILLER  No.  525 
Width  of  Mold,  4 inches 

Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  a Square 
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FILLER  No.  505 

Width  of  Mold,  4 inches.  Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 

Price,  $8.75  a Square 
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MOLDED  FILLER  No.  502  •* 

Width  of  Mold,  4 inches.  Multiple  3 inches 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  a Square 


MOLDED  FILLER  No.  522 
Width  of  Mold,  4 inches.  Multiple,  3 inches 
Widths,  12,  15,  18,  21  and  24  inches.  Length,  96  inches 
Price,  $8.75  a Square 
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INSIDE  CORNER  No.  505-A 
Width  of  Mold,  4 inches 
Size,  24x24  inches 
Price,  $9.50  a Square 
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INSIDE  CORNER  No.  504 
Width  of  Mold,  4 inches 
Multiple,  3 inches 
Size,  24x24  inches 
Price,  $9.50  a Square 
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INSIDE  CORNER  No.  524 
Width  ol  Mold,  4 inches 
Multiple,  3 inches 
Size,  24x24  inches 
Price,  $9.50  a Square 


OUTSIDE  CORNER  No.  505-B 
Width  of  Mold,  4 inches 
Size,  24x24  inches 
Price,  $9.50  a Square 


OUTSIDE  CORNER  No.  503 
Width  of  Mold,  4 inches 
Multiple,  3 inches 
Size,  24x24  inches 
Price,  $9.50  a Square 


OUTSIDE  CORNER  No.  523 
Width  of  Mold,  4 inches 
Multiple,  3 inches 
Size,  24x24  inches 
Price,  $9.50  a Square 
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BORDER  No.  640 

Width  of  Ornamentation,  18  inches.  6 inches  Filler  attached 
Widths,  18  and  24  inches.  Length,  48  inches 
Price, ’$10. 00_a  Square 


INSIDE  CORNER  No.  641 
Width  of  Ornamentation 
18  inches 

6 inches  Filler  attached 
Size,  24x24  inches 
Price,  $10.50  a Square 


OUTSIDE  CORNER  No.  642 
Width  of  Ornamentation 
18  inches 

6 inches  Filler  attached 
Size,  24x24  inches 
Price,  $10.50  a Square 
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MOLDED  BORDER  No.  620 

Large  Mold,  6 inches.  Small  Mold,  4 inches.  Width  of  Ornamentation,  14  inches 
Width,  24  inches.  Length,  48  inches 
Price,  $10.00  a Square 


INSIDE  CORNER  No.  622 
Large  Mold,  6 inches 
Small  Mold,  4 inches 
Width  of  Ornamentation 
14  inches 

Size,  24x24  inches 
Price,  $10.50  a Square 


OUTSIDE  CORNER  No.  621 
Large  Mold,  6 inches 
Small  Mold,  4 inches 
Width  of  Ornamentation 
14  inches 

Size,  24x24  inches 
Price,  $10.50  a Square 


— 
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BORDER  No.  661 

12  inch  Filler  attached.  Width  of  Border,  12  inches 
Widths,  15,  18,  21  and  24  inches.  Length,  48  inches 
Price,  $10.00  a Square 


SPACER  No.  665 

Width,  12  inches.  Length,  48  inches 
Price,  10  Cents  a Lin.  Foot 


ELL  No.  662 
Size,  12x12  inches 
Price,  12  Cents  Each 


TEE  No.  663 
Size,  12x12  inches 
Price,  12  Cents  Each 
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CROSS  No.  664 
Size,  12x12  inches 
Price,  12  Cents  Each 


CORNICE  No.  860 


Projection,  12  inches 
Depth,  12  inches 
Length,  48  inches 
Price,  25c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  860-A,  Inside,  $1.00  Each 
No.  860-B,  Outside,  $1.00  Each 


CORNICE  No.  820 


Projection,  12  inches 
Depth,  12  inches 
Length,  48  inches 
Price,  25c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  820-A,  Inside,  $1.00  Each 
No.  820-B,  Outside,  $1.00  Each 


CORNICE  No.  801 


Projection,  9 inches 
Depth,  9 inches 
Length,  48  inches 
Price,  20c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  801-A,  Inside,  $0.75  Each 
No.  801-B,  Outside,  $0.75  Each 
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CORNICE  No.  822 


Projection,  6 '/^  inches 
Depth,  8 inches 
Length,  48  inches 
Price,  15c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  822-A,  Inside,  $0.60  Each 
No.  822-B,  Outside,  $0.60  Each 


CORNICE  No.  823 


Projection,  6 inches 
Depth,  6 inches 
Length,  48  inches 
Price,  12c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  823-A,  Inside,  $0.40  Each 
No.  823-B,  Outside,  $0.40  Each 


CORNICE  No.  840 


Projection,  6 inches 
Depth,  6 inches 
Length,  48  inches 
Price,  12c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  840-A,  Inside,  $0.40  Each 
No.  840-B,  Outside,  $0.40  Each 


CORNICE  No.  802 


Projection,  6 inches 
Depth,  6 inches 
Length,  48  inches 
Price,  11c  a Lineal  Foot 


Stamped  Right  Angle  Mitres 
No.  802-A,  Inside,  $0.40  each 
No.  802-B,  Outside,  $0.40  Each 
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CORNICE  No.  821 

Projection,  4'/2  inches.  Depth,  4*/2  inches. 
Length,  48  inches 
Price,  10  Cents  a Lineal  Foot 

Stamped  Right  Angle  Mitres 
No.  821-A,  Inside,  40c  Each 
No.  821-B,  Outside,  40c  Each 


CORNICE  No.  880 
Projection,  3 inches.  Depth,  3 inches. 
Length,  48  inches 
Price,  7 Cents  a Lineal  Foot 

Stamped  Right  Angle  Mitres 
No.  880-A,  Inside,  Price,  30  Cents  Each 
No.  880-B,  Outside,  Price,  30  Cents  Each 
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CORNICE  No.  824 

Projection,  2 inches.  Depth,  2'/2  inches. 
Length,  48  inches 
Price,  5 Cents  a Lineal  Foot 

Stamped  Right  Angle  Mitres 
No.  824-A,  Inside,  20c  Each 
No.  824  B,  Outside,  20c  Each 
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CHAIR  RAIL  No.  765 
Width,  4I/2  inches 
Length,  48  inches 
(No  Mitres  Made) 
Price,  8 Cents  a Lineal  Foot 


MOLD  No.  775 
Width,  6 inches 
Length,  48  inches 
Price,  8 Cents  a Lineal  Foot 

Ell  No.  776,  Tee  No.  777  and  Cross  No.  778 
Price,  9 Cents  Each 

Ga 

142 


. <T)  " PERFECT  FIT"  C*>  . 
xzhr'l  cE.ung»  r~lLz 


MOLD  No.  751 

Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  a Lineal  Foot 
Ell  No.  752,  10  Cents  Each 
Tee  No.  753,  10  Cents  Each 
Cross  No.  754,  10  Cents  Each 


MOLD  No.  760 

Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  a Lineal  Foot 
Ell  No.  761,  10  Cents  Each 
Tee  No.  762,  10  Cents  Each 
Cross  No.  763,  10  Cents  Each 


MOLD  No.  770 

Width,  6 inches.  Length,  24  and  48  inches 
Price,  10  Cents  a Lineal  Foot 
Ell  No.  771,  11  Cents  Each 
Tee  No.  772,  1 1 Cents  Each 
Cross  No.  773,  11  Cents  Each 


MOLD  No.^766 

Width,  6 inches.  Length,  48  inches 
Price,  9 Cents  a Lineal  Foot 
No  Ells,  Tees  or  Crosses 
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MOLD  No.  720 

Width,  4 inches.  Length,  48  inches 
Price,  8 Cents  a Lineal  Foot 
Ell  No.  721,  10  Cents  Each 
Tee  No.  722,  10  Cents  Each 
Cross  No.  723,  10  Cents  Each 


MOLD  No.  740 

Width,  4 inches.  Length,  48  inches 
Price,  8 Cents  a Lineal  Foot 
Ell  No.  741,  10  Cents  Each 
Tee  No.  742,  10  Cents  Each 
Cross  No.  743,  10  Cents  Each 


MOLD  No.  700 

Width,  4 inches.  Length,  48  inches 
Price,  8 Cents  a Lineal  Foot 
Ell  No.  701,  10  Cents  Each 
Tee  No.  702,  10  Cents  Each 
Cross  No.  703,  10  Cents  Each 
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OUTER  NOSING  No.  735 
Girth,  3 inches.  Length,  48  inches 
Price,  6 Cents  a Lineal  Foot 


INNER  NOSING  No.  736 
Girth,  3 inches.  Length,  48  inches 
Price,  6 Cents  a Lineal  Foot 


144 


. 


llllllllillllH 


Section  Three 


Galvanized  Ceilings 

The  increased  use  of  marquees,  sta- 
tionary awnings  and  canopies  has 
brought  a larger  demand  for  Galvan- 
ized Ceilings.  To  accommodate  the 
trade  in  this  respect,  we  have  ar- 
ranged to  constantly  carry  in  stock  in 
the  Galvanized  certain  popular  and 
appropriate  ceiling  members  as  illus- 
trated on  pages  146  and  147. 


Special  Notice 

Ceilings  in  all-enduring  copper 
can  be  made  for  special  purposes 
by  arrangement. 


- 
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GALVANIZED  CEILINGS 


GALVANIZED  PANEL  No.  101-G 
Sizes.  24x24  and  24x48  inches 
Price,  $11.75  a Square 


GALVANIZED  PANEL  No.  201-G 
Multiple,  12  inches 
Sizes,  24x24  and  24x48  inches 
Price,  $11.50  a Square 


GALVANIZED  MOLD  No.  42-G 
Made  in  2 and  3 inch  widths.  Length,  48  inches 
Price,  2 inches  wide,  7 Cents  per  Lineal  Foot 
Price,  3 inches  wide,  9 Cents  per  Lineal  Foot 
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GALVANIZED  PANEL  No.  300-G 
Multiple,  6 inches 
Sizes,  24x24  and  24x48  inches 
Price,  $11.00  a Square 


GALVANIZED  FILLER  No.  604-G 
24x96  inches 
Price,  $10.50  a Square 
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GALVANIZED  CEILINGS 


GALVANIZED  PLATE  No.  377-G 
Size,  24x96  inches 
Price,  $9.50  a Square 


GALVANIZED  FILLER  No.  590  G 
Widths,  12,  15,  18,  21,  24  and  30  inches 
Length,  96  inches 
Price,  $10.75  a Square 
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GALVANIZED  CORNICE  No.  782-G 
Projection,  l3/j  inches.  Depth,  3 inches.  Length,  48  inches 
Price,  7 Cents  per  Lineal  Foot 


GALVANIZED  CORNICE  No.  2444-G 
Projection,  4 inches.  Depth,  4 inches.  Length,  48  inches 
Price,  11  Cents  per  Lineal  Foot 
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GALVANIZED  CORNICE  No.  1804  G 
Projection,  6 inches.  Depth,  6 inches.  Length,  48  inches 
Price,  13  Cents  per  Lineal  Foot 


GALVANIZED  MOLD  No.  1303-G 
Width,  3 inches.  Length,  48  inches 
Price,  9 Cents  per  Lineal  Foot 
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GALVANIZED  MOLD  No.  794-G 
Width,  1 inch.  Length,  48  inches 
Price,  5 Cents  per  Lineal  Foot 
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INDEX  AND  PRICE  LIST 


Cat.  No 

Kind  of  Material 

Page 

Price 

Code 

25 

Plate 

46 

$ 8.50  per  100  sq.  ft 

Abdicate 

31 

Plate 

47 

8.50  per  100  sq.  ft 

. . . Calumny 

42 

2"  Mold 

81 

.05  per  lin.  ft 

Blend 

42 

3"  Mold 

81 

.07  per  lin.  ft 

Blending 

42-G 

2"  Galvanized  Mold 

...  146 

.07  per  lin.  ft 

Oak 

42 -G 

3"  Galvanized  Mold 

146 

.09  per  lin.  ft 

Oakum 

51 

12"  Inside  Mitre  Leaf 

. . . . 77 

.30  each 

. . . Cabinet 

5 1 1/2 

12"  Outside  Mitre  Leaf 

77 

.30  each 

Caboose 

52 

18"  Inside  Leaf 

77 

.50  each 

. . Seam 

52l/2 

18"  Outside  Leaf 

77 

.50  each 

. . Sear 

53 

24"  Inside  Leaf 

77 

.65  each 

Search 

53'/2 

24"  Outside  Leaf 

77 

.65  each 

. . Season 

377 

Plate 

49 

7.50  per  100  sq.  ft 

Truffle 

377 -G 

Galvanized  Plate 

147 

9.50  per  100  sq.  ft 

Obese 

418 

Plate 

...  47 

8.50  per  100  sq.  ft ...  . 

. . Calvinist 

432 

Panel 

43 

10.00  per  100  sq.  ft 

. . . Belsire 

432-A 

Panel 

43 

10.50  per  100  sq.  ft ...  . 

Wad 

433 

Panel 

43 

10.50  per  100  sq.  ft 

Bemoan 

434 

Panel 

43 

10.50  per  100  sq.  ft 

Bemock 

434-A 

Panel 

43 

10.50  per  100  sq.  ft  . . 

. . . Wade 

446 

Cove 

76 

.08  per  lin.  ft 

Brotherly 

446 1/4 

Outside  Mitre 

76 

.30  each 

Brow 

446  '/2 

Inside  Mitre 

76 

.30  each 

. . . Browbeat 

472 

Mold 

80 

.06  per  lin.  ft 

Blockade 

506 

Plate 

46 

8.50  per  1 00  sq.  ft ...  . 

. . . Bower 

591 

Pebble  Plate  

52 

8.75  per  100  sq.  ft ...  . 

Throttle 

600 

Plate 

47 

8.00  per  100  sq.  ft . . . . 

Camerate 

604-F 

Filler 

46 

8.50  per  100  sq.  ft ...  . 

. . . Caloric 

604-G 

Galvanized  Filler 

146 

10.50  per  100  sq.  ft . . 

. Occult 

691 

Plate 

43 

8.75  per  100  sq.  ft ...  . 

. . . Admonish 

703 

Plate 

46 

8.50  per  100  sq.  ft 

Abrupt 

782 

Cornice 

76 

.05  per  lin.  ft 

Bruin 

782-A 

Inside  Mitre 

76 

.20  each  

Barrillo 

782-B 

Outside  Mitre 

76 

.20  each  

Barlose 

782-G 

Galvanized  Cornice 

1 47 

.07  per  lin.  ft 

Ocular 

794 

Mold 

77 

.03  per  lin.  ft 

Bloat 

794-B 

Mold 

77 

.03  per  lin.  ft 

Bloater 

794-G 

Galvanized  Mold 

147 

.05  per  lin.  ft 

. Octopus 

809 

Girder  Mold 

81 

.10  per  lin.  ft 

Democrat 

829 

Filler 

53 

10.00  per  100  sq.  ft ...  . 

Bigotry 

832 

Plate 

44 

.50  per  plate 

. . Beset 

837 

Filler 

53 

10.00  per  100  sq.  ft  . . 

Wager 

838 

Mold 

80 

.07  per  lin.  ft 

Blood 

842 

Corner  Mold 

79 

.05  per  lin.  ft 

Denial 

843 

Mold 

78 

.09  per  lin.  ft 

Bolter 

844 

Ell 

78 

.10  each 

Bolting 

845 

Tee 

78 

. 1 0 each 

Bomb 

846 

Cross 

78 

.10  each 

Bombard 

854 

Wainscoting 

49 

1 0.00  per  1 00  sq.  ft 

. . Cammock 

855 

Filler 

54 

8.75  per  100  sq.  ft ...  . 

Blackleg 

856 

Cornice 

73 

. 1 2 per  lin.  ft 

Bulk 

858 

Inside  Mitre 

73 

.40  each 

Bulkhead 

859 

Outside  Mitre 

73 

.40  each 

Bulkiness 

915 

Cornice 

71 

.20  per  lin.  ft 

Cackle 

14S 
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Cat.  No 

Kind  of  Material 

Page 

Price 

Code 

916 

Inside  Mitre 

71 

$ 0.75  each 

. . Caddis 

917 

Outside  Mitre 

71 

. 7 5 each 

Cadence 

924 

Design 

31 

See  Page 

Waggle 

959 

Center  Piece 

66 

2.00  each 

Canty 

990 

Center  (Vent) 

64 

1 2.00  each . . . 

Inordinate 

990- A 

Center  (Vent) 

64 

8.00  each 

Involute 

993 

Center  (Vent) 

62 

1 0.00  each 

Insertion 

999 

Cornice 

67 

.40  per  lin.  ft 

Install 

1303 

Mold 

80 

.07  per  lin.  ft 

Insult 

1303-G 

Galvanized  Mold 

147 

.09  per  lin.  ft 

Oculist 

1407 

Cornice 

74 

.10  per  lin.  ft 

Mileage 

1415 

Girder  Mold 

74 

.20  per  lin.  ft 

Mucilage 

1417 

Ell 

74 

.40  each 

Multiply 

1418 

Tee 

74 

.40  each 

Municipal 

1419 

Cross 

74 

.40  each 

Muriatic 

1420 

Foot  Mold 

81 

.10  per  lin.  ft 

Muscle 

1422 

Inside  Mitre 

74 

.40  each 

. Midway 

1423 

Outside  Mitre 

74 

.40  each 

Militia 

1517 

Border  

60 

8.75  per  100  sq.  ft 

Drastic 

1518 

Inside  Corner 

61 

8.75  per  100  sq.  ft ...  . 

Dromo 

1519 

Outside  Corner 

61 

8.75  per  100  sq.  ft 

Durable 

1528 

Cornice 

75 

.09  per  lin.  ft 

Embalm 

1532 

Inside  Mitre 

75 

.30  each 

Entreat 

1533 

Outside  Mitre 

75 

.30  each 

Erect 

1600 

Foot  Mold 

81 

.08  per  lin.  ft 

Engrave 

1601 

Plate 

43 

9.00  per  1 00  sq.  ft ...  . 

. . . Enliven 

1602 

Cornice 

75 

.09  per  lin.  ft 

Enrich 

1603 

Border 

58 

9.75  per  100  sq.  ft 

Entice 

1604 

Inside  Corner 

59 

9.75  per  100  sq.  ft 

Epicure 

1605 

Outside  Corner 

59 

9.75  per  100  sq.  ft 

Equator 

1605 

Cornice  . . 

73 

. 1 2 per  lin.  ft . . 

Erase 

1608 

Cornice 

69 

.20  per  lin.  ft 

Estate 

1609 

Filler 

54 

8.75  per  100  sq.  ft 

Eternal 

1612 

Inside  Mitre 

69 

.75  each 

Exclaim 

1613 

Outside  Mitre 

69 

.75  each 

Exempt 

1614 

Inside  Mitre 

73 

.40  each 

Exhibit 

1615 

Outside  Mitre 

73 

.40  each 

Expert 

1617 

Inside  Mitre 

75 

.30  each 

Entrap 

1618 

Outside  Mitre 

75 

.30  each 

Environ 

1693 

Design 

26 

See  Page 

Expose 

1714 

Cornice 

67 

.30  per  lin.  ft 

Flurry 

1721 

Inside  Mitre  Leaf 

67 

.45  each 

Fortify 

1722 

Outside  Mitre  Leaf 

67 

.45  each 

Foster 

1787-A 

Design 

22 

See  Page 

Wailer 

1801 

Filler 

55 

8.75  per  100  sq.  ft  . 

Funnel 

1804 

Cornice 

74 

. 1 1 per  lin.  ft 

Gambetta 

1804-G 

Galvanized  Cornice 

147 

.13  per  lin.  ft 

Ogre 

1806 

Mold 

78 

.09  per  lin.  ft 

Gander 

1807 

Ell 

78 

. 1 0 each 

Garden 

1808 

Tee 

78 

. 1 0 each 

Garter 

1809 

Cross 

78 

.10  each 

Gavel 

1813 

Cove 

68 

.25  per  lin.  ft 

Gosling 

1819 

Panel 

41 

10.50  per  100  sq.  ft  . . 

Griddle 

1820 

Panel 

41 

10.50  per  100  sq.  ft . . . , 

Grinder 

1820-A 

Panel 

41 

10.50  per  100  sq.  ft 

Walk 

f, ^ N 

CTfeycri 

_ a9 

. N- 
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1822 

Panel 

1822- A 

Panel 

41 

10.50  per  100  sq.  ft 

Wallet 

1824 

Mold 

79 

.09  per  lin.  ft 

Hammer 

1825 

Ell 

79 

.10  each 

Handle 

1826 

Tee 

79 

. 1 0 each 

Harbinger 

1827 

Cross 

79 

.10  each  . 

Hardship 

1828 

Inside  Mitre 

74 

.40  each 

Harmony 

1829 

Outside  Mitre 

74 

.40  each 

Harpoon 

1838 

Panel 

41 

1 1.00  per  100  sq.  ft 

Walrus 

1844  A 

Side  Wall  Design 

38 

10.50  per  100  sq.  ft 

Waltz 

1870 

Plate 

44 

8.75  per  100  sq.  ft 

Warren 

1871 

Panel 

44 

8.75  per  100  sq.  ft 

Warrior 

1872 

Panel 

40 

9.00  per  100  sq.  ft 

Wart 

1873 

Panel 

40 

9.00  per  100  sq.  ft 

Wash 

1874 

Panel 

40 

9.50  per  100  sq.  ft 

Washing 

1875 

Panel 

40 

9.50  per  100  sq.  ft 

Wasp 

1876 

Panel  

40 

9.50  per  100  sq.  ft 

Wire 

1877 

Panel 

40 

9.50  per  100  sq.  ft 

Watch 

1878 

Design 

32 

See  Page 

Water 

1879 

Design 

18 

See  Page 

Wattle 

1880 

Design 

28 

See  Page 

Waver 

1883 

Filler  

53 

9.00  per  100  sq.  ft 

Way 

1887 

Design 

33 

See  Page 

Weak 

1889 

Design 

17 

See  Page 

Hatchway 

1896 

Design 

16 

See  Page 

Hobby 

1909 

Foot  Mold 

81 

.08  per  lin.  ft 

Incarnate 

2002 

Design 

15 

See  Page 

Nature 

2008 

Design 

14 

See  Page 

Naturalist 

2016 

Design 

35 

See  Page 

Nation 

2017 

Design 

23 

See  Page 

Weapon 

2025 

Design 

27 

See  Page 

Sad 

2027 

Design 

24 

See  Page 

Saddle 

2029 

Plate 

45 

8.75  per  100  sq.  ft 

Safe 

2031 

Plate 

45 

8.75  per  100  sq.  ft 

Sage 

2033 

Cornice 

68 

.25  per  lin.  ft 

Said 

2034 

Inside  Mitre 

68 

1 .00  each 

Sail 

2035 

Outside  Mitre 

68 

1.00  each 

Saint 

2036 

Cornice 

72 

.20  per  lin.  ft 

Sake 

2037 

Inside  Mitre 

72 

Sell 

2038 

Outside  Mitre 

72 

.50  each 

Salary 

2047 

Border 

56 

10.00  per  100  sq.  ft 

Saliva 

2048 

Outside  Corner 

57 

10.00  per  100  sq.  ft 

Sally 

2049 

Inside  Corner 

57 

10.00  per  100  sq.  ft 

Salmon 

2050 

Border 

60 

9.00  per  100  sq.  ft 

Saloon 

2051 

Inside  Corner 

61 

9.00  per  100  sq.  ft 

. . Salt 

2052 

Outside  Corner 

61 

9.00  per  100  sq.  ft 

Salute 

2053 

Filler 

55 

8.75  per  100  sq.  ft 

Salvage 

2054 

Filler 

54 

8.75  per  100  sq.  ft 

Salve 

2055 

Plate 

45 

8.75  per  100  sq.  ft 

Scenic 

2056 

Plate 

45 

8.75  per  100  sq.  ft 

Scent 

2099 

Cornice 

76 

.04  per  lin.  ft 

Weasel 

2100 

Cornice 

76 

.03  per  lin.  ft 

Weather 

2311 

Side  Wall  Design 

37 

10.50  per  100  sq.  ft 

Welch 

2317 

Filler 

52 

8.75  per  100  sq.  ft . 

Welter 

2317  A 

Inside  Corner 

52 

9.50  per  100  sq.  ft . 

Wreck 
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2317  B 

Outside  Corner 

52 

|>  9.50  per  100  sq.  ft 

Wrecker 

2318 

Border 

60 

9.00  per  100  sq.  ft 

Wend 

2319 

Inside  Corner 

61 

9.00  per  100  sq.  ft ...  . 

Wrench 

2320 

Outside  Corner 

61 

9.00  per  100  sq.  ft 

Whack 

2321 

Wainscoting 

49 

10.50  per  100  sq.  ft 

Whale 

2322 

Cornice 

70 

.25  per  lin.  ft 

Wharf 

2323 

Inside  Mitre 

70 

.75  each  

Wheat 

2324 

Outside  Mitre 

70 

.75  each 

Wheedle 

2325 

Cornice 

71 

.20  per  lin.  ft 

Wheeler 

2326 

Inside  Mitre 

71 

.50  each 

Whence 

2327 

Outside  Mitre 

71 

.50  each 

Wherry 

2328 

Mold 

79 

.09  per  lin.  ft 

Whet 

2329 

Ell 

79 

.10  each 

Whiff 

2330 

Tee 

79 

. 1 0 each 

. Whilom 

2331 

Cross 

79 

.10  each 

Whimper 

2340 

Side  Wall  Top  Plate 

48 

9.00  per  100  sq.  ft 

Wolf 

2341 

Side  Wall  Cen.  Plate.  . 

48 

9.00  per  100  sq.  ft 

Wood 

2342 

Side  Wall  Bot.  Plate 

48 

9.00  per  100  sq.  ft . . . . 

Wool 

2401 

Side  Wall  Design 

36 

10.50  per  100  sq.  ft 

Whip 

2402 

Plate  

44 

9.00  per  100  sq.  ft 

Rabble 

2403 

Plate 

42 

9.00  per  100  sq.  ft 

Race 

2405 

Side  Wall 

46 

8.75  per  100  sq.  ft 

Rack 

2410 

Plat  e 

45 

8.75  per  100  sq.  ft 

Radiate 

2411 

Plate 

45 

8.75  per  100  sq.  ft 

Radical 

2419 

Mold 

80 

.08  per  lin.  ft 

Ragged 

2420 

Ell 

80 

.10  each 

Raging 

2421 

Tee 

80 

.10  each 

Ragman 

2422 

Cross  

80 

. 1 0 each 

Ragout 

2426 

Border 

58 

10.00  per  100  sq.  ft 

Ragstone 

2427 

Inside  Corner 

59 

10.50  per  100  sq.  ft 

Ragwort 

2428 

Outside  Corner 

59 

10.50  per  100  sq.  ft 

Raid 

2429 

Border  

58 

10.00  per  100  sq.  ft 

Rail 

2429  A 

Inside  Corner 

59 

1 0.00  per  1 00  sq.  ft 

. . . Scrawl 

2429-B 

Outside  Corner 

59 

10.00  per  100  sq.  ft 

Scream 

2430 

Mold  

81 

.09  per  lin.  ft 

Railing 

2432 

Filler 

56 

10.00  per  100  sq.  ft 

Raiment 

2433 

Inside  Corner 

57 

10.00  per  100  sq.  ft 

Rain 

2434 

Outside  Corner 

57 

10.00  per  100  sq.  ft 

Rainbow 

2435 

Filler 

55 

8.75  per  100  sq.  ft 

Rainy 

2436 

Border 

56 

10.00  per  100  sq.  ft 

Raise 

2437 

Inside  Corner 

57 

10.00  per  100  sq.  ft 

Raisin 

2438 

Outside  Corner 

57 

1 0.00  per  1 00  sq.  ft 

Rake 

2439 

Center 

63 

2.00  each 

Raking 

2440 

Cornice 

69 

.25  per  lin.  ft 

Rakish 

2441 

Inside  Mitre 

69 

1.00  each 

Rally 

2442 

Outside  Mitre 

69 

1 .00  each 

Ram 

2443 

Wainscoting 

49 

1 0.00  per  1 00  sq.  ft 

Ramble 

2444 

Cove 

75 

.09  per  lin.  ft 

Rambler 

2444-G 

Galvanized  Cornice 

147 

.1 1 per  lin.  ft 

. Olympic 

2445 

Inside  Mitre 

75 

.40  each 

Ramify 

2446 

Outside  Mitre 

75 

.40  each 

Rammer 

2447 

Center 

62 

2.00  each 

Sang 

2448 

Cornice 

72 

.12  per  lin.  ft 

Ramp 

2449 

Inside  Mitre 

72 

.40  each 

Rampant 

2450 

Outside  Mitre 

72 

.40  each 

Rampart 
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2452 

Cove 

73  $ 0. 1 1 per  lin.  ft 

Ramrod 

2453 

Inside  Mitre 

73 

.40  each 

Ran 

2454 

Outside  Mitre 

73 

.40  each 

Rancid 

2458 

Design 

20 

See  Page 

Whoop 

2459 

Panel 

42 

9.00  per  100  sq.  ft 

Sank 

2460 

Panel 

42 

10.00  per  100  sq.  ft . . . . 

Sap 

2461 

Panel 

42 

10.00  per  100  sq.  ft 

Sash 

2461-A 

Panel 

42 

10.00  per  100  sq.  ft. 

Wick 

2462 

Panel 

42 

10.00  per  100  sq.  ft  . . . . 

Sat 

2464 

Center 

65 

3.00  each  

. . Satan 

2465 

Design 

34 

See  Page 

Rank 

2467 

Mold 

80 

.09  per  lin.  ft 

. . . Saturn 

2468 

Ell 

80 

.10  each 

Sauce 

2469 

Tee 

80 

.10  each 

Saunter 

2470 

Cross 

80 

. 1 0 each . 

2472 

Design 

30 

See  Page 

Rapid 

2473 

Side  Wall  Top  Plate 

48 

9.00  per  100  sq.  ft 

. . . Widow 

2474 

Side  Wall  Bot.  Plate 

48 

9.00  per  100  sq.  ft 

Wig 

2477 

Design 

21 

See  Page 

. . . Wildcat 

2480 

Panel 

44 

9.00  per  100  sq.  ft. . . 

. . Wind 

2482 

Design 

25 

See  Page 

Rare 

2488 

Design 

19 

See  Page 

Savior 

2493 

Side  Wall  Design 

39 

10.00  per  100  sq.  ft 

Real 

2496 

Plate 

46 

8.75  per  100  sq.  ft 

. . . Scoff 

2497 

Panel 

44 

8.75  per  100  sq.  ft ...  . 

. Scold 

2500 

Plate 

47 

8.00  per  100  sq.  ft 

. . Say 

2503 

Design 

29 

See  Page 

Wine 

2510 

Mold  

78 

.15  per  lin.  ft 

Seclude 

2511 

Ell  

78 

.20  each 

. . Secret 

2512 

Tee 

78 

.20  each 

Section 

2513 

Cross 

78 

.20  each 

Secure 

2518 

Mold  

79 

.09  per  lin.  ft 

Select 

2519 

Ell 

79 

.10  each 

. . Self 

2520 

Tee 

79 

.10  each 

Senate 

2521 

Cross 

79 

. 1 0 each 

. Sense 

2600 

Side  Wall  Design 

39 

10.00  per  100  sq.  ft 

. . Scalp 

2601 

Side  Wall  Tile 

51 

8.75  per  100  sq.  ft 

. . . Scamp 

2602 

Side  Wall  Tile 

51 

8.75  per  100  sq.  ft ...  . 

Scan 

2603 

Side  Wall  Tile 

51 

8.75  per  100  sq.  ft ...  . 

Scandal 

2604 

Mold  

51 

.09  per  lin.  ft 

Scant 

2605 

Mold 

51 

.09  per  lin.  ft 

Scape 

2606 

Baseboard 

51 

.15  per  lin.  ft 

Scar 

2607 

Cornice 

70 

.20  per  lin.  ft 

Wisp 

2608 

Inside  Mitre 

70 

.50  each  

Witch 

2609 

Outside  Mitre. 

70 

.50  each 

. Wither 

2656 

Stipple  Filler 

53 

8.75  per  100  sq.  ft 

Scout 

Page 

Foreword 3 

Material  Included 5 

Suggestions  for  Decorating 6 

Instructions  for  Erection 84 

Instructions  for  Taking  Measurements 86 

Rules  for  Estimating 87 

Repressed  Beads  and  Punched  Nail  Holes 88-123 

Galvanized  Ceilings 145 

Telegraphic  Code 156 

C°A. . — — 
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Kind  of  Material 

Page 
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100 

Sunken  Panel 

124  $11.00  per  100  sq.  ft 

Tabby 

101 

Panel 

124 

9.75  per  100  sq.  ft 

Tableau 

101  -G 

Galvanized  Panel 

146 

11.75  per  100  sq . ft 

Oar 

102 

Panel 

124 

10.00  per  100  sq.  ft 

Taffy 

103 

Panel 

124 

1 0.00  per  1 00  sq.  ft 

Talent 

105 

Angle  Panel 

131 

1 1 .00  per  1 00  sq.  ft 

Talisman 

120 

Plate 

125 

8.75  per  100  sq.  ft 

Tamarack 

122 

Plate 

125 

8.75  per  100  sq.  ft 

Tandem 

124 

Plate 

125 

9.00  per  100  sq.  ft 

Tankard 

125 

Plate 

126 

9.00  per  1 00  sq.  ft 

Tansy 

126 

Plate 

126 

9.00  per  1 00  sq.  ft 

Tapestry 

145 

Plate 

126 

9.00  per  100  sq.  ft 

Target 

161 

Plate 

125 

9.50  per  100  sq.  ft 

Tartar 

183 

Plate 

126 

8.75  per  100  sq.  ft  . 

Tolerate 

201 

127 

9.50  per  100  sq.  ft 

. Tatter 

201  G 

Galvanized  Panel 

146 

11.50  per  100  sq.  ft 

Oasis 

202 

127 

9.75  per  1 00  sq.  ft 

Tattoo 

203 

Angle  Panel  

131 

1 1 .00  per  1 00  sq.  ft 

Taivnt 

222 

Plate 

128 

8.75  per  1 00  sq.  ft 

....  Tavern 

223 

Plate  

127 

8.75  per  1 00  sq.  ft 

. Teal 

224 

Plate 

128 

8.75  per  100  sq.  ft 

Teeter 

261 

Plate  

128 

9.00  per  100  sq.  ft 

Tennis 

280 

Plate . . 

127 

8.75  per  1 00  sq.  ft 

Tenor 

300 

Panel 

128 

9.00  per  1 00  sq.  ft 

Tepid 

300  G 

Galvanized  Panel 

146 

11.00  per  100  sq.  ft 

Obelisk 

320 

130 

8.50  per  1 00  sq.  ft 

Terrace 

321 

Plate 

129 

8.75  per  100  sq.  ft 

Terrapin 

322 

Plate 

129 

8.75  per  1 00  sq.  ft 

Terrier 

324 

Plate 

129 

8.75  per  100  sq.  ft 

Testile 

364 

Plate 

129 

8.75  per  100  sq.  ft 

Thaw 

403 

Plate 

132 

8.50  per  1 00  sq.  ft 

Theorem 

422 

Plate 

130 

8.50  per  1 00  sq.  ft 

. . . . Thermal 

501 

Plate 

130 

8.50  per  100  sq.  ft 

Thicket 

502 

Molded  Filler 

135 

8.75  per  100  sq.  ft 

Thimble 

503 

Outside  Corner 

136 

9.50  per  1 00  sq.  ft 

Thirst 

504 

Inside  Corner  . . . . 

136 

9.50  per  100  sq.  ft 

Thistle 

505 

Filler 

135 

8.75  per  100  sq.  ft 

Thong 

505-A 

Inside  Corner  

136 

9.50  per  100  sq.  ft 

Thorite 

505-B 

Outside  Corner 

136 

9.50  per  100  sq.  ft 

Thorium 

521 

Plate 

130 

8.50  per  1 00  sq.  ft 

Thorax 

522 

Molded  Filler 

135 

8.75  per  100  sq.  ft 

Thorne 

523 

Outside  Corner 

136 

9.50  per  1 00  sq.  ft 

Thread 

524 

Inside  Corner 

136 

9.50  per  100  sq.  ft 

Thrift 

525 

Filler 

134 

8.75  per  100  sq.  ft 

Thrill 

525-A 

Inside  Corner 

133 

9.50  per  100  sq.  ft 

Thrilling 

525-B 

Outside  Corner 

133 

9.50  per  100  sq.  ft 

Thriller 

541 

Filler 

134 

8.75  per  100  sq.  ft 

Throat 

580 

Ventilated  Center 

133 

10.00  each 

Turbine 

585 

Center 

132 

.50  each 

Token 

590 

Filler 

134 

8.75  per  100  sq.  ft 

Throne 

590-G 

Galvanized  Filler 

147 

10.75  per  100  sq.  ft 

Oblivion 

591 

(Pebble)  Filler 

52 

8.75  per  100  sq.  ft 

Throttle 

601 

Border  Panel 

131 

10.00  per  100  sq.  ft 

Thug 

602 

Border  Panel 

131 

10.00  per  100  sq.  ft 

Thumb 

603 

Angle  Panel 

131 

1 1.00  per  100  sq.  ft 

Thunder 
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604 

Corner  Panel 

131  $ 0.12  each 

Tiara 

605 

Corner  Panel 

131 

.12  each 

Tickle 

620 

Molded  Border 

138 

10.00  per  100  sq.  ft 

Tidal 

621 

Outside  Corner 

138 

10.50  per  100  sq.  ft 

Timothy 

622 

Inside  Corner 

138 

10.50  per  100  sq.  ft 

Tinder 

640 

Border 

137 

10.00  per  100  sq.  ft 

Tippet 

641 

Inside  Corner 

137 

10.50  per  100  sq.  ft 

Tipsey 

642 

Outside  Corner 

137 

10.50  per  100  sq.  ft 

Tirade 

661 

Border 

139 

10.00  per  100  sq.  ft 

Titular 

662 

Ell 

139 

. 1 2 each 

Tinsel 

663 

Tee 

139 

. 1 2 each 

Toad 

664 

Cross 

139 

. 1 2 each 

Tobacco 

665 

Spacer 

139 

.10  ft 

Toil 

700 

Mold 

144 

.08  ft 

Tomahawk 

701 

Ell 

144 

.10  each 

Tomato 

702 

Tee . . 

144 

. 1 0 each 

703 

Cross 

144 

. 1 0 each 

Tonic 

720 

Mold 

144 

.08  ft 

Tonsil 

721 

Ell 

144 

.10  each 

Topaz 

722 

Tee 

144 

.10  each 

Torment 

723 

Cross 

144 

.10  each 

Tornado 

735 

Outer  Nosing 

144 

.06  ft 

Torpedo 

736 

Inner  Nosing 

144 

.06  ft 

Tortoise 

740 

Mold  . . . 

144 

.08  ft 

Tow 

741 

Ell 

144 

.10  each 

Tower 

742 

Tee 

144 

.10  each . 

Traction 

743 

Cross 

144 

.10  each 

Tragic 

751 

Mold 

143 

.09  ft 

Tragedy 

752 

Ell 

143 

.10  each 

Trail 

753 

Tee 

143 

. 1 0 each 

Traitor 

754 

Cross 

143 

. 1 0 each 

Train 

760 

Mold 

143 

.09  ft 

Tramp 

761 

Ell 

143 

.10  each 

Tranquil 

762 

Tee 

143 

.10  each 

Transfix 

763 

Cross 

143 

.10  each 

Transom 

765 

Chair  Rail 

142 

.08  ft 

Trap 

766 

Mold 

143 

.09  ft 

Travail 

770 

Mold 

143 

.10  ft 

Tray 

771 

Ell 

143 

. 1 1 each 

Treacle 

772 

Tee 

143 

. 1 1 each 

Treason 

773 

Cross 

143 

.11  each 

Trellis 

775 

Mold 

142 

.08  ft 

Tremor 

776 

Ell 

142 

.09  each 

Trench 

777 

Tee 

142 

.09  each  

Travesty 

778 

Cross 

142 

.09  each 

Tread 

801 

Cornice 

140 

.20  ft 

Trickle 

801  A 

Inside  Mitre 

140 

.75  each 

Tribe 

801  -B 

Outside  Mitre 

140 

.75  each 

Triad 

802 

Cornice 

141 

. 1 1 ft 

Trident 

802-A 

Inside  Mitre 

141 

.40  each 

Trepan 

802  B 

Outside  Mitre 

141 

.40  each 

Trespass 

820 

Cornice 

140 

.25  ft 

Trifle 

820- A 

Inside  Mitre 

140 

1.00  each 

Trice 

820-B 

Outside  Mitre 

140 

1 .00  each 

Trinket 

821 

Cornice 

142 

. 1 0 f t 

• Trigger 
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821  A Inside  Mitre  . . . 

142 

> 0.40  each 

Tripar 

821  B Outside  Mitre 

142 

.40  each 

Trisect 

822  Cornice 

141 

. 1 5 ft 

Trinity 

822  A Inside  Mitre 

141 

.60  each 

T roche 

822  B Outside  Mitre  . 

141 

.60  each 

Trophy 

823  Cornice 

141 

. 1 2 ft 

Tripod 

823  A Inside  Mitre 

141 

.40  each 

T roop 

823  B Outside  Mitre 

141 

.40  each 

Truffle 

824  Cornice 

142 

.05  ft 

Tripe 

824  A Inside  Mitre 

142 

.20  each 

Tripper 

824  B Outside  Mitre 

142 

.20  each 

Tripping 

840  Cornice 

141 

. 1 2 ft 

Triumph 

840  A Inside  Mitre 

141 

.40  each 

Trowel 

840- B Outside  Mitre 

141 

.40  each 

Truck 

860  Cornice 

140 

.25  ft 

Troll 

860  A Inside  Mitre 

140 

1 .00  each 

Tulle 

860- B Outside  Mitre 

140 

1 .00  each 

Turquois 

880  Cornice 

142 

.07  ft 

Troller 

880  A Inside  Mitre 

142 

.30  each 

Trolling 

880-B  Outside  Mitre 

142 

.30  each 

Trollist 

920  Wainscot 

132 

10.00  per  100  sq.  ft 

Trombone 

960  Wainscot 

132 

10.50  per  100  sq.  ft 

Trot 

1014  Ceiling  Design 

113 

See  Page 

Troupe 

1015  Ceiling  Design 

114 

See  Page 

Trout 

1018  Ceiling  Design 

116 

See  Page 

Truant 

1021  Ceiling  Design 

115 

See  Page 

Truce 

1025  Ceiling  Design 

117 

See  Page 

Truculent 

1034  Ceiling  Design 

118 

See  Page 

Trump 

1040  Ceiling  Design 

119 

See  Page 

Trumpet 

1101  Ceiling  Design 

106 

See  Page  

Trunk 

1102  Ceiling  Design 

107 

See  Page 

Truss 

1103  Ceiling  Design 

108 

See  Page 

Tryst 

1104  Ceiling  Design 

112 

See  Page 

Tuber 

1105  Ceiling  Design 

111 

See  Page 

Tuft 

1108  Ceiling  Design 

109 

See  Page 

Tulip 

1114  Ceiling  Design 

110 

See  Page 

Tumbler 

1201  Ceiling  Design 

103 

See  Page 

Tumult 

1204  Ceiling  Design 

100 

See  Page 

Tunic 

1206  Ceiling  Design 

105 

See  Page 

Tamarin 

1208  Ceiling  Design 

104 

See  Page 

Trunnel 

1215  Ceiling  Design 

101 

See  Page 

T urban 

1216  Ceiling  Design 

99 

See  Page 

Tureen 

1218  Ceiling  Design 

98 

See  Page 

Turk 

1231  Ceiling  Design 

102 

See  Page 

Turkey 

1241  Ceiling  Design 

96 

See  Page 

Turnip 

1242  Ceiling  Design 

94 

See  Page 

Turtle 

1243  Ceiling  Design 

95 

See  Page 

Tussle 

1245  Ceiling  Design 

90 

See  Page 

Twilight 

1246  Ceiling  Design 

91 

See  Page 

Twist 

1248  Ceiling  Design 

89 

See  Page 

Tyler 

1255  Ceiling  Design 

93 

See  Page 

Templar 

1256  Ceiling  Design 

92 

See  Page 

Tendon 

1257  Ceiling  Design 

97 

See  Page 

Terrestial 

1503  Side  Wall  Design 

121 

See  Page 

Typhoon 

1508  Side  Wall  Design. 

120 

See  Page 

Tyrant 

1520  Stairway  Side  Wall  Design 

122 

See  Page 

...  Tyro 
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Telegraphic  Code 


Questions, 

Answers,  Etc. 

DABBLE 

When  can  you  ship? 

DEADEN 

We  have  shipped. 

DACE 

When  will  shipment  be  made? 

DAZZLE 

Will  accept  order. 

DAGGER 

Have  you  stock  on  hand? 

DECAMP 

Particulars  by  mail. 

DAINTY 

Can  you  ship  at  once? 

DECLARE 

Wait  at for  letter. 

DAIRY 

How  soon  can  you  ship? 

DESTINE 

DEDICATE 

Best  can  do  this  order  only. 

For  immediate  acceptance  only. 

DAIS 

Have  you  shipped  order? 

OATMEAL 

. Enter  order  at  price  quoted 

DAME 

Ship  by  freight  at  once. 

and  ship  at  once. 

DANCE 

Ship  by  express. 

OBLONG 

Enter  order  as  per  our  letter  — 

DANDY 

Quote  lowest  prices  by  mail. 

and  ship  as  soon  as  possible. 

DANGLE 

Wire  lowest  price. 

OCEAN 

Wire  us  if  this  order  is  accepted. 

DAPPER 

Price  made accepted  ship 

OCTAVE 

Wire  us  if  this  order  is  declined. 

at  once. 

ODOROUS 

Have  you  entered  our  order 

DARE 

Telegraph  best  can  do  for 
squares . 

p 

DARK 

Trace  shipment  wanted 

immediately. 

OMNIBUS 

Have  you  shipped  our  order 

5 

DASH 

Advise  when  will  ship. 

DAWN 

We  can  ship. 

OPAQUE 

Cancel  order . 

DAYLIGHT 

We  will  ship. 

PRINCESS 

Answer  by  wire  at  our  expense. 

The  Famous  “Eller”  Line 


“Dux-bac”  Shingles 
“Kant-Leak”  Non-Syphoning  roofing 
“Non  Sag”  Skylights 
“Konical”  Positive  Ventilators 
“Tru-Fit”  Building  Cornices 
“Hi-Grade”  Conductor  Pipe  and  Eaves 
Trough 

Box  and  Roof  Gutters  (all  kinds) 

Brick  and  Stone  Siding 

Hip  Shingles 

Ridge  Roll  and  Capping 

Stamped  Letters  and  Figures 

Finials  and  Crestings 

Elbows,  Mitres,  Hangers,  Hooks,  etc. 


Fittings  for  the  full  line 
Sheets,  Tinplate,  Zinc,  Copper 
Valleys,  Flat  or  Formed 
Roofing  and  Siding  (all  kinds) 
Flashings,  Plain  or  Corrugated 
Corrugated  Sheets 

V Crimped  Roofing,  2,  3 and  5 Crimp 

Paint,  Tinners’  Red 

Solder 

Roll  Tin,  Continuous 
Side  walk  doors 

Cast  Iron  Conductor  connections 
Special  Work 


Most  of  the  above  items  can  be  furnished  in 
Galvanized  steel,  Toncan  Iron,  Zinc  or  Copper 


Write  for  Our  General  Catalog 


“QUICK  SHIPPERS— EVERYTHING  IN  SHEET  METAL” 


C^-'AsssissasaSSSaW 


STAMPED  ZINC  WORK 


No.  1123 

Size,  12x18  inches 


No.  734 

Size,  18x22  inches 


No.  1149 
Size,  9x18  inches 


No.  735 
36  inch  Spread 


No.  736 

Size,  15x18  inches 


No.  1133 
Size,  3x4  inches 


No.  1134 
Size,  6x7  inches 


No.  1148 
Size,  8x1 1 inches 


Prices  Quoted  Upon  Application 
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A few  examples  of  the 
work  produced  in  our 
Specialty  Department.  No 
job  is  too  large  for  our 
capacity— -none  too  diffi- 
cult or  intricate.  Experi- 
mental and  development 
work  accepted. 


We  solicit  your  in- 
quiries on  anything  of  this 
nature.  Estimates  will  be 
submitted  on  request.  You 
will  find  our  service  valu- 
able and  our  charges 
reasonable. 


Section  of  Copper  Spire  shown  on 
next  page. 


Plain  But  Attractive  Marquise. 
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showing  C apper  Cornice. 
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